SEARS.  ROEBUCK  and  CO 


1001  Your  Home  This  Summer 


Wry  toes  torn  oa  rr: r ry  nigfc-s  2  Why  bake  on  si  rating  summer  days?  A 
Hs mi;  j  Home  Co:  r  wtll  keep  your  home  cool  and  comfortable  in  even  the  hottest 
weather  At  y the  fart  removes  ail  the  root-heated  stagnant  air  from  the 

ent.re  Vr  -  and  draws  in  and  circulates  the  cool  evening  air  Your  home  will  be 
$=  -  -  tv  ccoier  than  before  yoti  installed  your  Hercules  Home  Cooler.  In  the  mom- 
-  --- 1  -jj  f-  — t  5v_t  ^  ^-.-s  -  v. - rc-rv.  dosed,  yon  breathe  only  the  cod  early 

— .1 - -  -  -  brought  Lu  before  sun-up  by  your  Hercules  Home  Cooler.  And  yon  are 

tsnlated  against  midday  heat  by  an  attic  full  of  stored-cp  night  air.  Your  house 
wm  be  A  to  2m  cooler  than  octside. 

The  ccmulete  octnt  illustrated  above  consists  of  a  scientifically  designed  exhaust 
k- - to  he  installed  in  the  attic  with  a  sound-proofed  vent  box.  This  box  comes 


All  parts  cut  to  fit. 


BUILDING 


SPECIAL 


CASH 


30 


A  ~om  •' — n.-t— —  considers t loo.  in  the  installation  oi  a  home  cooler  is  its  size  and 
i  capacity  Capaciiies  sbc^rn.  in  tat  'e  at  right  are  based  on  careful 
Larcmicrr  measlrements.  If  you  in  an  exceptional  y  hot  climate  or  your  house 
is  poo t  y  Ltsm^ied  choose  a  fan  a  see  larger  man  the  size  indicated  in  the  table. 


Use  our  Easy  Payment  Plan. 
See  Pa  qe  1  A. 

Freight  charges  are  given 
on  Pages  9S8-999. 


WITH  A  HERCULES 


HOME  COOLER 


THE  FAN  UNIT.  Fan  has  been  designed  for  long  life, 
freedom  from  trouble,  quiet  and  economical  operation.  The 
Hercules  Helixoid  Fan  is  so  designed  that  tremendous  vol¬ 
ume  of  air  is  moved  noiselessly.  Vibrationless,  because  it  i3 
cushioned  on  live  rubber.  Super-metal  Bearings  need  lubri¬ 
cating  only  once  in  3  years.  Quiet,  110-volt.  60-cycle  A  C. 
motor,  rubber  mounted  for  complete  silence.  (Write  for 
prices  on  special  voltages. i  Self  adjusting  base,  the  motor 
weight  keeps  the  belt  tight. 

FAN  CONTROL.  Motor  controlled  by  a  pull  switch 

operated  from  floor  below. 

CEILING  GRILLE.  An  attractive  wood  grille  through 

which  air  is  drawn,  is  included. 


42  HM  SI  20— State  size. 


Diameter 
Fan  Blade 

Capacity 

Per  Min. 

Apcrox. 
No.  Rooms 

1  Shpg. 
Wt  .Lbs. 

Cash 

Price 

30  in. 

7,000  cu.  ft. 

4  to  5 

225 

S  69.95 

39  in. 

11.000  cu.  ft. 

6  to  7 

365 

1  20.00 

45  in. 

14.000  cu.  ft. 

8  to  10 

I 

450 

1  65.00 

Without  Accessories 


With  Accessories 


s-;g 

a-  ms. 


Cash 

Price 


Catalog 

Number 


i-:: 
A;.  Las. 


Cash 

Price 


:  ::  42  HM  81  24  '  $47.50  42  HM  81  25  :•  S79.50 
1  -  T  : '  4  2  H  5  1  0  1  :r  66,50  -12  HV  81  03  98.50 


tor  Easy  Payments,  see  Page  LA- 


AIR  CONDITIONING  ACCESSORIES 

These  acce-ssc fries  inhere  care-free  amotnaiiz  opera¬ 
tion:  c£  vour  nr  coorh'ioeimg  ?z*  stem,  They  are 

tadad&£  in  the  prior:  oc  scocklfi  42  HM  &IQ3  and 

-  :  t  -  :  -  -  —  1  :  .. 

Vi  t  * —  -  1. :  —  i  Coe*: — .  ~~  - t  CoctroL,  Rccm  i  icmo- 

siai.  Antomai ic  Him finer. 


HERCULES  HEAT  REGULATOR 


.  Maintains  Even  Hec! 

•  Prevents  Over  Meeting 


or  Under  Hearing 


•  More  Comfort 


The  Hercules  thermostat  element  insures  uniform  action  over 
entire  temperature  range  and  instant  response  to  slightest  change 
in  temperature.  Temperature  scale  is  marked  in  one-degree  divi¬ 
sions.  Finished  in  antique  bronze.  Motor  is  fitted  with  special 
sel:  lubricating  bearings.  Finished  in  baked  crackle  finish.  Will 
not  cause  radio  interference.  Current  supplied  to  thermostat  and 
motor  by  small  transformer  which  is  hsted  by  Underwriters’  Laboratories.  For 
110- 120-volt.  60-cyde  A.C. 

42  H  8  8  80 — Outfit  includes  plain  thermostat,  electric  motor,  chain,  pulleys, 
transfer  ‘.tings  and  instructions,  but  no  clock.  t  I /I  OC 

ing  t  eight  8  pounds  14  ounces . 

42  H  8  883— Outfit  shown  at  left  includes  thermostat  with  30-hour  clock, 
electric  motor,  chain,  pulleys,  transformer,  fittings  and  instructions.  Qr 

Shipping  weight.  9  pounds  7  ounces . Jgv.7  J 

42  H  8  8  84 — Outfit  includes  thermostat  with  8-day  jeweled  clock,  electric 
motor.  chair.,  pulleys,  transformer,  fittings  and  instructions.  ■  p/N 

Shipping  weight.  10  pounds  10  ounces .  i  J  I  .  DU 


•  Reg-dies  Upstoirs 


*I495 

|  Without  Clock 


For  Easy  Payments  see  Page  1A. 


SEARS  LEAD  IN  SERVICE 
ON  REPAIR  PARTS 

Sears.  Roebuck  and  Co.  can  furnish  repair  parts  for  furnaces  sold  from  1903 
to  the  present  time.  Parts  are  also  available  lor  hot  water  and  steam  boilers 
sold  from  1905  to  the  present  time.  Parts  for  coal  burning  water  heaters  are 
available  for  heaters  sold  from  1920  up  to  the  present  time. 

Each  of  these  three  items  of  merchandise  is  covered  by  our  complete  repair 
parts  lists  giving  identification  of  parts,  selling  prices  and  weights.  To  our 
knowledge  there  is  no  other  firm  having  this  complete  and  satisfactory  service. 
Obviously,  it  is  our  policy  to  continue  this  service  on  all  new  merchandise. 
Therefore,  when  y  i  purchase  Sears  heating  equipment  you  have  our  assur¬ 
ance  that  any  parts  needed  in  the  future  will  be  promptly  and  economically 
furnished. 

It’s  Easy  to  Get  Repair  Parts  for  Sears  Equipment 

Whenever  repairs  or  replacements  become  necessary'  on  any  Sears  mer- 
ci^incise.  simply  write  us  for  the  part  you  need.  Give  the  following  informa¬ 
tion:  1.  Model  number  of  furnace,  boiler  or  tank  heater.  2-  Part  Number. 
3.  Part  name  (or  sketch  the  part  .  4-  Year  purchased.  5.  If  boiler,  is  it  Hot 
Water  or  Steam  ?  6-  If  furnace,  is  it  cast  iron  or  steel? 


888  g  S  E A  a  S 

-l-LIi-SS  ^  , 


All  morrhiiniUcft  An  this  nnflA  *®*®PP*^  fr»«nBIMCHAnTOH,  N.  Y .,  ROCHESTER, 
mii  mercnanaise  on  mis  page  n.  v„  or  boston.  send  orders  to  boston  only. 


>iA 


X>£  - 


Copyright  1938  by  Sears.  Roebuck  and  Co. 
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It  is  a  pleasure  for  me  to  present  this  new  catalog,  with  its 
interesting  merchandise ,  /fs  appealing  economies  and,  in 
this  particular  book,  a  very  substantial  reduction  in  prices. 

Sears  catalog  is  far  more  than  a  collection  of  thousands 
of  items  of  merchandise  offered  for  sale.  It  is  the  buying 
guide  for  the  nation.  As  you  study  the  prices  in  this  book, 
you  will  see  that  this  catalog  represents  the  adjustment 
necessary  to  bring  balance  once  more  between  industrial 
goods  and  farmers'  products.  You  have  witnessed  this  last 
Fall  an  interruption  to  the  prosperity  curve  of  the  country  as 
measured  by  the  production  and  ule  of  goods.  Normal 
price  relationships  between  manufactured  goods  and  the 
products  of  agriculture  were  altered  this  last  Fall  and  in 
order  for  business  to  resume  once  more  an  upward  course,  it  is 
necessary  for  manufacturers  and  merchants  to  reduce  prices. 

This  we  have  done  and  I  believe  that  this  new  Spring  and 
Summer  Catalog  for  1 938  is  a  perfect  index  of  what  goods 
should  cost  you  this  season.  At  these  prices  your  bushel  of 
corn  or  other  product  will  buy  as  much  of  the  things  you 
need  as  was  true  in  other  periods  of  farm  prosperity. 
Naturally ,  we  are  anxious  to  serve  you,  but  whether  you 
buy  from  us  or  from  others,  don't  fail  to  use  this  price  guide 
before  you  buy. 

We  have  made  particularly  attractive  prices  this  season, 
on  all  types  of  equipment  needed  for  home  building  and 
home  modernization,  in  line  with  the  Federal  Government's 
program  of  encouraging  home  construction.  If  you  have 
been  considering  any  type  of  building  or  remodeling,  be 
sure  to  review  our  building  material  pages. 

Sincerely, 


President 

Sears,  Roebuck  and  Co. 


SEARS 


W  EASY 
r  PAYMEN 
TERMS 


Awnings 
Bicycles 

Building  Materials 
Cameras 
Cast  Aluminumwar 
Clocks 

Cream  Separators 
Dairy  Barn 
Diamond  Rings 
Dinnerware 
Draperies 
Electric  Health 


Floor  Coverings 
Furniture 
Gasoline  Engines 
Harness  and 
Heating 
froners 
Light  Plants,  Batteries 
* 


tastrumoafs 
Office  Equipment 


Outboard  Motors 
Paint  and  Varnish 
Plumbing  Equipment 
Poultry  Supplies 

Mowers 


ers 


Refrigerators 

Roofing 

Sewing  Machines 
Shotguns  and  Rrfies 
Silverware 
Spraying  Equipment 
Stainless  Steel  Utensils 
Stoves  and  Ranges 
Surveying  Instruments 
Typewriters 
Vacuum  Cleaners 
Venetian  Blinds 
Washing  Machines 
Watches 
Welding  Outfits 
Wheel  Chairs 
Window  Shades 


PAGE 


BUILD  ••  REMODEL  -  NOW! 

Sears,  Roebuck  and  Co.  Cut  Building  Material  Prices 
to  Cooperate  with  F  H  A"  Building  Campaign 

In  common  with  those  of  other  commodities,  building  material  prices  have 
risen  consistently  during  the  past  few  years.  This  season,  cooperating  with 
the  National  F.  H.  A.  Building  Program,  Sears  reduce  prices  to  make  it 
worth  your  while  to  build  —  remodel  —  redecorate,  now!  In  this  undertaking 
we  are  being  assisted  by  our  sources  of  supply  who,  in  turn,  are  cooperating 
with  us  to  bring  you  really  striking  values.  These  articles  are  indicated  by 
the  “Building  Special"  price  tag  shown  above.  Look  for  it.  It  represents  an  outstanding  value 
judged  by  any  comparison.  Here  are  a  few  of  the  many  "Building  Specials”  offered  in  this  Catalog. 

THESE  REPRESENTATIVE  PRICE  REDUCTIONS  PROVE 
THAT  YOU’LL  BUILD  FOR  LESS  IF  YOU  BUY  FROM  SEARS 


Page 

No. 

Merchandise 

Fall 

1937 

Spring 

1938 

Page 

No. 

Merchandise 

Fall 

1937 

Spring 

1938 

784 

930 

920 

924 

926 

923 

931 

933 

939 

940 

942 

936 

917 

934 
778 

8d  Common  Nails,  100-lb.  Keg.. 
'A  in.  Plywood,  48  in.  by  60  in.. 
Combination  Door,  2  ft.  6  A  in.  x 
6  ft.  7  in . 

2-Light  Window,  1  ft.  4  in.  x 

3  ft.  10  in . 

2-Light  Window  1  ft.  9%  in.  x 
3  ft.  5  in . 

5-Panel  Door,  2  ft.  x  6  ft . 

Select  Oak  Flooring,  100  Sq.  Ft.. 
Asbestos  Siding,  Per  33  'A  Sq.  Ft. 
90-lb.  Oriental  Roofing,  Roll.  .  .  . 
50  Sq.  Ft.  Bundle  Hexagon  Slate 

Surfaced  Shingles . 

1  'A  in.  Corrugated  Steel  Roofing, 

— 6  ft.  x  26  in.  Sheet . 

Best-of-AII  Wallboard,  4  ft.  x  6  ft. 
Composition  Tile  Board,  4  ft.  x  4  ft. 
3'A  in.  Rock  Wool  Insulation  Batt 
Inside  Door  Lock,  12  for . 

$3.85 

.84 

5.50 

1.18 

1.48 

2.74 

6.65 

2.30 

1.98 

2.10 

.50 

.78 

4.00 

1.30 
5.34 

$3.60 

.69 

5.15 

1.IO 

1.40 

2.38 

6.00 

2.18 

1.65 

1.65 

.48 

.69 

3.20 

1.15 

5.04 

779 

774 

887 

889 

889 

905 

905 

899 

898 

900 

901 

890 
913 

965 

958 

961 

877 

878 

883 

3'/2k3'/2  Butt  Hinges,  10  Pr.  for.. 

!4-in.  Sash  Cord,  100  ft . 

18-in.  Hercules  Pipe  Furnace.  . .  . 

Hot  Water  Heating  Boiler . 

3-Tube  Radiator,  Per  Sq.  Ft. ...  . 

Puritan  Bathroom  Outfit . 

Delmar  Bathroom  Outfit . 

Washington  Cabinet  Sink . 

Nu-Day  Cabinet  Sink . . .  . . 

Cabinet  Sink . 

42-in.  Delaware  Sink,  Fittings.  .  . 
30-Gal.  Welded  Range  Boiler.  . 

200-Gal.  Septic  Tank . 

Master-Mixed  Paint,5  Gal. lots, Gal 

Super  Service  Varnish,  Gal . 

Super  Service  Enamel,  Gal . 

Rubber  Covered  Wire,  100  ft. .  . 

Armored  Cable,  100  ft . 

5-Light  Electric  Fixture . 

$  1.80 

.95 

48.50 

67.50 

.29 

69.27 

40.83 

62.95 

49.95 

36.95 
17.59 

6.25 

17.45 

2.55 

3.89 

2.65 

.92 

3.09 

2.59 

$1.65 

.75 

46.50 

64.50 

.27 

67.26 

39.23 

57.95 

44.45 

32.95 

16.29 

5.95 

14.95 

2.39 

3.35 

2.49 

.68 

2.59 

2.39 

Building  Materials  for  Winona  6-Room  House,  Fall  1937,  $  1  599— Spring  1938,  $1479— See  Page  916 

SEARS  GUARANTEE  INSURES  YOUR  SATISFACTION 


f  $  Your  best  friend  and  our  severest  critic  is  the  Sears 


•  TO  SAVE  YOU  MONEY 

•  TO  DELIVER  ALL  MERCHANDISE  SAFELY 

•  TO  SATISFY  YOU  PERFECTLY 

We  Guarantee  that  every  article  in  this  catalog  is  honestly 
described  and  illustrated. 

We  Guarantee  that  any  article  purchased  from  us  will  give 
you  the  service  you  have  a  right  to  expect. 

If  for  any  reason  whatever  you  are  not  satisfied  with  any 
article  purchased  from  us,  we  want  you  to  return  it  to  us  at 
our  expense.  We  will  then  exchange  it  for  exactly  what  you 
want,  or  will  return  your  money,  including  any  transportation 
charges  you  have  paid.  Sears,  Roebuek  and  c<>  2(§) 


Laboratory — the  largest  merchandise  control  laboratory 
in  the  world.  Here  merchandise  of  every  kind  is  tested 
to  make  certain  that  it  will  satisfy  you — one  hundred 
percent.  Here  an  article  must  pass  torture  tests  spe¬ 
cially  designed  to  prove  that  it  possesses  the  essential 
qualities  you  demand.  If  it  passes  these  tests,  it's  good 
—  and  finds  its  way  into  the  Sears-Roebuck  Catalog. 


The  Sears  Guarantee  is  as  simple 
and  straight-forward  as  the  Gold¬ 
en  Rule — as  binding  as  a  legal 
contract.  It  is  meant  to  insure  your 
entire  satisfaction  with  everything 
you  buy  from  Sears,  Roebuck  and 
Co.  More  than  twelve  million 
American  Families  have  confi¬ 
dence  in  the  sincerity  of  this 
Guarantee.  You,  too,  can  buy 
from  Sears  —  with  confidence. 


wm 


SEARS  EASY  PAYMENT  PLAN 


Take  Advantage  of  Sears  New  Low  Prices 
and  Buy  the  Better  Qualities 

Ever  since  Easy  Payment  buying  became  an  accepted  and  desired  method  of 
purchasing  merchandise,  Sears  have  offered  this  service  to  enable  responsible 
people  to  buy  wanted  goods  and  pay  a  little  each  month  out  of  income. 

With  Sears  Easy  Payment  Plan  you  can  acquire  desirable  home-furnishings, 
building  materials  and  equipment,  profit-producing,  and  labor-saving  devices 
now  while  Sears  prices  are  so  low.  It  enables  you  to  have  the  best 
quality  now,  instead  of  disturbing  your  savings,  or  waiting  for  the  ready  cash. 

Select  as  many  different  articles  as  you  wish  from  the  list  at  right,  just  so  their 
cash  prices  total  $20  or  more.  Add  up  the  cash  prices,  deduct  the  amount 
you  are  sending  as  a  deposit  (See  Deposit  Table  below),  then  find  the 
carrying  charge  and  monthly  payment  in  the  Payment  Table.  Use  one  of  the 
Easy  Payment  Order  Blanks  in  the  back  of  your  catalog,  answer  the 
questions  asked,  enclose  your  deposit,  and  mail  to  us. 


Remember  that  Sears  carrying  charges  are  figured 
on  the  unpaid  balance  only,  so  by  sending  a 
larger  deposit  you  pay  a  lower  carrying  charge. 


Sears  are  here  to  serve  you  whether  you  buy  for  cash  or  use  your  credit.  Either 
way,  you  get  the  benefit  of  the  substantial  savings  for  which  Sears  prices  are 
so  well  known. 


Figure  Your  Credit  Terms  This  Easy  Way 


*  This  column  shows  the  smallest  amount  we 
can  accept  with  your  order.  However,  since 
the  carrying  charge  and  payments  (see 
PAYMENT  TABLE  at  right)  are  figured  on 
the  balance  after  subtracting  deposit,  it  is  to 
your  advantage  to  send  as  large  a  deposit 
with  your  order  as  you  conveniently  can. 


PAYMENT  TABLE 

Shows  carrying  charge  and  monthly  payment 


If  Cash  Price 

We  Will 

Amount 

Payable 

Less  Deposit 
(Unpaid  Balance) 

Add  As 
Carrying 

Amounts  to 

Charge 

Monthly 

U p  to  $  15.00 

$1.50 

$3.00 

*15. oi  to  20.00 

2.00 

3.00 

20.01  to  25.00 

2.50 

4.00 

25.01  to  30.00 

3.00 

5.00 

30.01  to  35.00 

3.50 

5.00 

35.01  to  40.00 

4.00 

5.00 

40.01  to  50.00 

4.50 

5.00 

50.01  to  60.00 

5.  50 

6.00 

60.01  to  70.00 

6.50 

7.00 

70.01  to  80.00 

7.50 

7.00 

80.01  to  90.00 

8.50 

8.00 

90.01  to  100.00 

9.50 

9.00 

100.01  to  1 10.00 

10.00 

9.00 

110.01  to  120.00 

1 1.00 

10.00 

120.01  to  130.00 

12.00 

10.00 

130.01  to  140.00 

13.00 

11.00 

140.01  to  150.00 

14.00 

11.00 

150.01  to  160.00 

15.00 

1 1.00 

160.01  to  170.00 

16.00 

12.00 

170.01  to  180.00 

17.00 

12.00 

180.01  to  190.00 

18.00 

13.00 

190.01  to  200.00 

19.00 

14.00 

200.01  to  225.00 

20.00 

15.00 

225.01  to  250.00 

22.50 

16.00 

250.01  to  275.00 

25.00 

17.00 

DEPOSIT  TABLE 

Shows  least  amount  to  send  with  order 


If  Cash  Price 
of  Your  Order 
Amounts  to: 

All  You 
Need 
to  Send 
With 
Order  Is 
* 

$20.00  to  $30.00 
30.01  to  40.00 
40.01  to  60.00 
60.01  to  70.00 
70.01  to  80.00 

$3.00 

4.00 

5.00 

6.00 

7.00 

80.01  to  90.00 
90.01  to  100.00 
100.01  to  125.00 
125.01  to  150.00 
150.01  to  175.00 

8.00 

9.00 

10.00 

12.50 

15.00 

175.01  to  200.00 
200.01  to  225.00 
225.01  to  250.00 
250.01  to  275.00 
275.01  to  300.00 

17.50 
20.00 

22.50 
25.00 

27.50 

Write  for  Terms  on  Purchases  Over  $300.00 


Sears  Cash  Prices  for  Guaranteed  Quality,  Laboratory-Tested  Merchandise 
are  the  lowest  cash  prices  you’ll  find  anywhere.  And  Sears  Credit  Prices, 
based  as  they  are  on  the  cash  price  plus  a  fair  carrying  charge  on  the  unpaid 
balance  only,  are,  we  believe,  the  Lowest  Credit  Prices  You’ll  Find  Anywhere! 


BUY  ON 

EASY 


i'i  *43 


Air  Compressors 
Auto  Trailers 
Awnings 
Bicycles 

Building  Materials 
Cameras 

Cast  Aiucninumv/ars 
Clocks 

Cream  Separators 
Dairy  Barn  Equipment 
Diamond  Sings 
Dirmerwaro 
Draperies 

Electric  Health  Lamps 
Electric  Meet  Grinders 
Farm  Equipment 
Fencing 

Floor  Coverings 
Furniture 
Gasoline  Engines 
Harness  and  Saddles 
Heating  Equipment 
Ironers 

Light  Plants,  Batteries 
Lighting  Fixtures 
Men’s  Suits 
Motors 

Musical  instruments 
Office  Equipment 
Outboard  Motors 
Paint  and  Varnish 
Plumbing  Equipment 
Poultry  Supplies 
Power  Lawn  Mowers 
Power  Tools 
Pressure  Cookers 
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FOR  ALL  SEARS  CUSTOMERS 


Lowest  Prices  Always  .  .  .  Sears  prices  save 
you  money  and  give  you  the  greatest  possible 
value.  If  during  the  life  of  this  catalog,  for  any 
reason  whatever,  we  reduce  the  price  of  any 
of  the  merchandise  shown  in  this  book,  your 
order  will  be  filled  at  the  new  lower  prices. 


Include  Proper  Postage  .  .  .  Most  prices  in  this 
catalog  do  not  include  postage.  The  shipping 
weights  are  shown  in  descriptions;  In  ordering 
turn  to  Page  1000  which  shows  how  to  figure 
what  postage  to  send.  We  always  return 
every  penny  over  the  actual  postage  required. 


Store  Mail  Order  Service  ...  All  of  Sears 
Retail  Stores  now  accept  orders  from  this 
catalog  for  merchandise  to  be  shipped  direct  to 
your  home.  Ask  any  sales  person  for  the  “Mail 
Order  Desk”  where  mail  order  representatives 
are  on  hand  to  help  you  with  your  order. 


About  Catalog  Prices  .  .  .  The  prices  quoted  on 
articles  of  merchandise  in  this  book  apply  only 
to  orders  from  this  catalog  when  placed  by 
mail,  telephone,  telegraph  or  through  the  catalog 
order  desk  of  any  Sears  Retail  Store,  Order 
Office,  Authorized  Agent  or  Associated  Dealer. 


Orders  Filled  Quickly  .  .  .  Your  order  is  al¬ 
ways  handled  in  the  quickest  possible  time  at 
Sears.  As  soon  as  we  receive  it  .  .  .  skilled  ex¬ 
perts  fill  it,  pack  it  and  ship  it.  Most  orders  are 
on  their  way  to  the  customer  in  much  less  than 
24  hours.  Sears  service  is  always  dependable. 


Handy  Shipping  Points  .  .  .  Often  it  is  greatly 
to  your  advantage  to  have  our  heavier  and 
bulkier  merchandise  shipped  direct  to  you  from 
nearby  factories  or  warehouses.  In  the  descrip¬ 
tion  of  such  merchandise,  we  specify  the  various 
shipping  points  from  which  we  make  delivery. 


Important  About  Prices  .  .  .  Sears  prices  are 
so  low  that  should  the  Federal  Government  or 
any  State  increase  by  taxes,  or  otherwise,  the 
cost  or  selling  price  of  any  merchandise  listed 
in  this  catalog  ...  we  reserve  the  right  to  add 
any  such  increased  cost  to  prices  in  this  book. 


About  Retail  Prices  .  .  .  Sears  retail  prices  are 
usually  somewhat  higher  than  mail  order  prices 
because  of  the  additional  transportation  costs 
and  extra  services  which  our  Retail  Stores, 
Agents  and  Associated  Dealers  are  equipped  to 
offer  on  the  merchandise  they  carry  in  stock. 


Freight  Is  Economical  ...  It  pays  to  build 
your  order  up  to  100  pounds  or  more  and  take 
advantage  of  low,  economical  freight  rates. 
Perhaps  your  neighbors  will  group  their  orders 
with  yours  to  make  up  an  order  of  100  pounds 
or  more.  See  Pages  998  and  99  9. 


Sears  "Color-Graph” . . .  facing  first  pink  index 
page  in  back  of  book,  shows  you  actual  colors  of 
many  articles  of  merchandise.  You  will  find  the 
Color-Graph  useful,  not  only  in  the  selec¬ 
tion  of  articles  you  want,  but  also  in  making 
up  your  own  color  schemes  and  ensembles. 


Come  to  See  Us  .  .  .  Next  time  you  are  in  the 
vicinity  of  one  of  Sears  ten  Big  Mail  Order 
Houses,  please  consider  this  a  cordial  invitation 
to  come  and  visit  us.  We’ll  be  mighty  glad  to  see 
you,  take  you  through  our  mail  order  house 
and  show  you  how  your  orders  are  handled. 


Direct-to-Door  Delivery  .  .  .  Ask  your  station 
or  freight  agent  about  direct-to-door  delivery 
service  on  freight  orders.  Some  railroads  are 
prepared  to  deliver  merchandise  direct  to 
your  home  at  regular  freight  rates.  Others 
offer  this  service  at  a  small  additional  charge. 


TWO  WAYS  TO  ORDER  FROM  THE  SE ARS-RO E BUC K  CATALOG 


SEND  US  YOUR  ORDER  BY  U.  S.  MAIL  ...  OR  VISIT  THE  CATALOG  DESK  IN  ANY  SEARS  STORE 


For  51  years  Sears  have  sold  dependable  merchandise  by  mail,  at  a 
saving  to  the  customer.  For  more  than  half  a  century — through  three 
generations — Sears-Roebuck  have  been  the  “home  store”  to  countless 
thrifty  families.  This  Catalog,  we  believe,  offers  you  even  greater  savings 
than  heretofore.  On  almost  every  page  you'll  find  that  Sears  have  reduced 
prices  to  new  low  levels.  This  brings  you  an  opportunity — to  build,  remodel, 
refurnish  your  home,  equip  your  place,  clothe  the  family — and  save 
substantially  on  everything  you  buy.  So  look  through  this  catalog  and 
compare.  Figure  your  savings  all  along  the  line.  Then  order  with  the 
confidence — that  now,  of  all  times,  is  THE  TIME  to  Shop  at  Sears  and  Save. 


Trained  attendants  at  the  Catalog  Order  Desk  in  any  Sears  Retail  Store 
will  help  you  order  from  this  Catalog.  There  you  will  find  our  big  Mail 
Order  Sample  Book  with  actual  swatches  of  many  popular  catalog 
articles.  All  of  Sears  Special  Catalogs,  listing  many  articles  not  included 
in  the  General  Catalog,  are  there  also.  If  you  would  like  more  information 
about  Merchandise,  Shipping  Charges,  Easy  Payment  Terms  or  anything 
else  that  may  not  be  clear  to  you,  just  ask.  Our  representatives  will  be 
glad  to  help  you.  Or,  if  not  convenient  to  visit  a  Sears  Retail  Store,  write 
“Personal  Service”  at  your  nearest  Sears  Mail  Order  House  for  any  special 
information  you  want.  Trained  employes  will  answer  your  questions. 


IF  IT  HAS  THE  4-STAR  LABEL 
IT’S  DEFINITELY  SUPERIOR 

Throughout  this  catalog  you  will  find  certain  articles  marked  with  one  or  the 
other  of  these  "Four-Star  Feature”  labels.  We  take  this  means  to  point  out  to 
you  special  merchandise  which  we  particularly  recommend.  Whenever  you  come 
across  one  of  these  "Four-Star  Feature”  labels,  remember  that  it  indicates 
an  exceptional  value  as  well  as  quality  you  will  be  especially  proud  to  own. 


QUALITY . .  Sears  Part  in  America's  Biggest  Building  Job 
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42  HM  8335 — State  size  (Fire  Pot  Diameter)  wanted. 


Dlam 

Fire 

Pot 

In. 

Number  of  Rooms 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

Dlam. 

Fire 

Pot 

In. 

Heating 

Capac¬ 

ity 

Cu.  Ft. 

Pipe 

Cap. 

Sq. 

In. 

Takes 

Smoke 

Pipe 

In. 

Shpg. 

Wt.. 

Lbs. 

4  |  5  |  8  |  7  |  8-10 

Heating  Capacity — Cubic  Feet 

18 

6.000 

5,000 

5,000 

•  • 

. . 

1,060 

$62.95 

18 

4,500 

336 

8 

840 

20 

11,000 

10,000 

9,000 

. 

. 

1,225 

72.95 

20 

6,000 

402 

8 

990 

22 

16,000 

14,000 

12,000 

10,000 

1,400 

89.75 

22 

7,200 

498 

8 

1160 

24 

20,000 

18,000 

16,000 

14,000 

14,000 

1,615 

1  02.50 

24 

9,000 

582 

9 

1335 

26 

27,000 

25,000 

22,000 

20,000 

17,000 

1,860 

1 1 7.50 

26 

11,000 

696 

9 

1525 

Smoke  pipe  sizes  same  as  42  HM  8308  at  right. 

28 

13,000 

794 

10 

1795 

42  HM  8308 — State  size 
(Fire  Pot  Diameter)  wanted. 


Cash 

Price 


$46.50 

55.95 

68.95 
^9.95 

1 2i:io 


The  lowest  cost  of  equipment  suit¬ 
able  for  your  home  can  be  determined 
accurately  by  sending  information  on 
our  Heating  Estimate  Form  B609SH. 
Our  consultants  will  do  the  rest. 
Cost  to  you  of  materials  for  a  com¬ 
plete  heating  plant  or  any  part  of 
it  will  be  promptly  furnished.  When 
you  order  we  furnish  necessary  blue¬ 
prints  and  instructions  for  installa¬ 
tion.  Write  today  for  Information 
Blank  B6095H. 


See  PagelA 


Lowest  first  cost — a  written  guarantee  Tor  10  years 
— including  all  castings — yet  saves  you  up  to  $50  on  a 
complete  installation.  That’s  what  the  Hercules 
offers  you. 

Size  for  size  Hercules  10-year  guaranteed  furnaces 
maintain  extra  high  ratings  and  at  the  same  time  save 
you  money.  36  years  of  experience  with  the  Hercules 
furnace  has  proved  its  accurate  and  adequate  ratings 

HERCULES  Pipeless  Furnace 

How  to  Order:  Figure  up  cubic  contents  of  house. 
Example:  House  is  30x40  ft.  with  8  ft.  ceiling,  30x40x 
8  =  9600  cu.  ft.  If  5  rooms,  look  under  that  column  in 
table  below  and  you  find  a  20-in.  furnace  rated  at 
10,000  cu.  ft.  This  is  your  size.  For  unusually  cold  or 
house  hard  to  heat  choose  next  larger  size.  If  in  doubt 
ask  for  Free  Estimate  Blank  B6095H.  Prices  include 
floor  register,  casing,  shaker  handle,  poker,  check  draft, 
regulating  dial,  chain  and  pulleys  and  cement.  For  base¬ 
ments  6  to  8  ft.  in  ht.  Extensions  extra.  Floor  opening 
size  register  for  18-in.  furnace.  26x26  in.:  20-in.,  28x28 
in.;  22-in.,  30x30  in.;  24  in.,  30x36  in.;  2o-in.  36x36  in. 


or  even  the  toughest  sub-zero  weather.  It  is  ex¬ 
ceeded  only  by  the  Sears  Indestructo  Cast  Iron 
furnace.  Additional  Features 

•  Extra  large  feed  throat — has  smoke  consumer. 

•  Water  pan  humidifies  air. 

•  Adjustable  hinges  for  dust  tight  fit. 

•  Double  casing.  1-in.  dead  air  space  insulation. 

HERCULES  Pipe  Furnaces 

Below  we  show  number  of  rooms  each  size  furnace 
will  comfortably  heat.  If  you  live  in  a  very  cold  cli¬ 
mate,  or  have  exceptionally  large  rooms,  order  a  fur¬ 
nace  one  size  larger.  If  you  prefer,  we  will  estimate  the 
size  furnace  required.  Write  for  our  Heating  Informa¬ 
tion  Blank  B6095H. 

Prices  include  furnace  complete  with  galvanized  top 
and  casing.  Top  bonnet  shipped  without  holes  for 
warm  air  pipes,  as  these  can  be  easily  cut. 

18-in.  size  will  heat  4  to  5  rooms;  20-in.,  5  to  6;  22- 
in.,  6  to  7;  24-in.,  7  to  8;  26-in.,  8  to  9;  28-in.,  9  to  10. 
Freight  charges  are  given  on  Pages  998  and  999. 


TOOL  LOAN  OFFER 


We  will  loan  all  the  tools  you 
need  to  install  a  complete  heating 
plant.  All  you  need  send  us  is  a 
tool  deposit.  Use  the  tools  until 
the  plant  is  installed,  then  return 
tools  to  us  and  we  will  send  back 
your  deposit.  When  you  write  for 
an  estimate  we  will  send  you  details 
of  Tool  Loan  Plan. 

By  installing  the  plant  yourself 
with  aid  of  a  helper,  you  make  even 
greater  savings. 


•  Massive  One- 
Piece  Rad  ia- 
tor.  Gastight, 
Large  Heating 
Surface. 


•  Ribbed  Fire- 
pot  and  Com¬ 
bustion  Dome 
for  Greater 
Strength  and 
Heating  Sur¬ 
face. 


•  Duplex  Grates 
Easy  to  Oper¬ 
ate. 


•  Slip  Front  Eas¬ 
ily  Assembled. 


FREE  CONSULTING  SERVICE 

For  years  we  have 
maintained  a  large  staff 
of  thoroughly  trained 
heating  experts.  They 
have  handled  thousands 
of  heating  problems  for 
people  all  over  Ameri¬ 
ca.  They  are  consult¬ 
ants  who  have  had  wide 
and  varied  experience 
with  a  record  of  bril¬ 
liant  successes  in  re¬ 
ducing  heating  costs. 

They  are  here  to  help 
you  free  of  charge. 

*  * 

"Saved  $100.00" 

I  installed  the  furnace 
myself  and  experienced 
no  difficulty.  I  saved 
$100.00.  It  got  down  to 
52°  below  zero  here  last 
winter.  It  held  all  night 
and  we  were  always  com¬ 
fortable. 

Ernest  Hanna, 

Fife  Lake,  Mich. 


NEXT  WINTER  ENJOY  OCcZ&wa&e;  HEAT  AT  LOWER  FUEL  COST! 


See  PagelA 


SAVE  $40  TO  $100  ON  A  HERCULES  STOKER 

50 


Next  winter  enjoy  fully  automatic  heat  with  a 
Hercules  Anthracite  Coal  Stoker.  Protect  your 
family's  health  by  insuring  uniform  indoor  heat  no 
matter  how  the  outside  temperature  climbs  or 
plunges.  You’ll  cut  down  exposure  to  colds  if  your 
living  room  is  not  roasting  one  hour  and  freezing 
chilly  the  next — as  is  frequently  the  case  with  old- 
fashioned  hand-firing.  You’ll  save  endless  trips  to 
the  basement  as  you  try  to  nurse  along  a  fire  on  a  cold 
day.  You’ll  save  cleaning  costs  because  the  Her¬ 
cules  does  its  firing  job  under  a  tightly-sealed  steel 
cover — no  opening  of  fire  doors  to  flood  the  house 
with  clouds  of  smoke  and  reeking  unburnt  gases. 

Besides  these  indirect  economies  in  cleaners’  bills 
and  doctors’  bills,  the  Hercules  saves  you  many 
dollars  in  ways  more  readily  visible: 

1.  Tested  and  Approved  by  Anthracite  Industries, 

Inc. 

2.  It  burns  all  the  coal  instead  of  letting  valuable 
gases  escape  unburnt. 
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CASH 

AND 

UP 


3.  It  burns  cheaper  grades  of 
coal.  Stove  size  anthracite 
costs  from  $11.00  to  $15.00  I 
a  ton.  The  rice  or  buck-  W  I 
wheat  used  with  the  Her-  “  I 
cules  costs  $7  or  $8. 

4.  It  is  trouble-free.  There  are 
no  moving  parts  in  the  com¬ 
bustion  zone.  Hundreds  of  these  installed  without 
a  single  service  call! 

5.  It  is  so  easy  to  install  that  you  can  do  the  job 
yourself — easily!  Write  for  our  Anthracite 
Stoker  Survey  Sheet.  Fill  it  out,  send  it  to  us, 
and  our  Estimating  Division  will  give  you  an  ac¬ 
curate  and  detailed  estimate  of  your  needs. 
Complete  instructions  for  installing  and  operat¬ 
ing  are  furnished. 

6.  It  costs  less  to  buy.  And  our  Easy  Payment 
Terms  permit  you  to  pay  for  it  while  you  use  it. 
See  Page  1A. 


Stokers  listed  below  include  all-electric,  automatic  hold  fire  pilot  control,  Mercoid  thermostat,  limit 
switch,  and  smoke  pipe  barometric  draft  control.  State  type  of  heating  plant,  warm  air,  steam,  vapor,  hot 
water,  etc.,  and  also  smoke  pipe  diameter.  Freight  charges  are  given  on  Pages  998  and  999. 


Catalog 

Number 

Max. 

Burner 

Diam¬ 

eter 

Warm  Air 

Sq.  In. 

Heating  Capacities 
Hot  Water 

Actual  Load  Sq.  Ft. 

Steam 

Actual  Load  Sq.  Ft. 

Min. Inches 
Clearance 
Between 

Shpg. 

Wt., 

Using 

Buckwht. 

Using 

Rice 

Using 

Buckwht. 

Using 

Rice 

Using 

Buckwht. 

Using 

Rice 

Grate  Lugs 
Required 

Lbs. 

42  HM  9025 

11  in. 

400 

360 

360 

320 

240 

216 

16 

260 

42  HM  9026 

13  in. 

650 

585 

600 

540 

360 

320 

19 

270 

42  HM  9027 

15  in. 

800 

650 

725 

576 

480 

384 

22 

280 

42  HM  9028 

17  in. 

1100 

900 

960 

768 

640 

520 

24 

290 

Cash 

Price 


$1  1 7.50 
1  22.50 
1  34.50 
1  39.50 


All  regular  motors  for  above  General  Electric  capacitor  type — A.C. — 110  volt  60  cycle  with  automatic 
reset  thermal  motor  overload  protectors.  25  cycle  motors  furnished,  if  required  add  $4.00  to  above  prices. 
Hopper  capacity  of  all  of  above  models  approx.  300  pounds. 

REFRACTOR  BAFFLES.  For  deflecting  nished  with  clamp,  chain  and  bar  for  hanging. 
flameinC.I.  round  boilers  and  warm  air  furnaces,  42  HIM  9040— S  tate  size  wanted . 

use  12-in.  size  with  11  and  13-in.  diameter  burn-  12-inch.  Shpg.  wt.,  65  lbs . $3.50 

ere;  use  18-in.  with  15  and  17-in.  burners.  Fur-  18-inch.  Shpg.  wt.,  85  lbs .  4.25  * 


All  items  on  this  page  shipped  from  BOSTON,  BINGHAMTON,  or 
ROCHESTER.  Send  orders  to  BOSTON  only. 


f  Regular  ashpit 
door.  Generally 
used  for  ash  re¬ 
moval,  but  with  ar¬ 
rangement  shown 
at  left,  ashes  may 
be  removed  weekly. 


Price  of  Hercules  Stoker  In¬ 
cludes:  A.  Room  Thermostat;  B. 
Limit  Switch  ;C.  Fire  Pilot  Control. 


SEARS  •  PAGE  887 


Sears  Prices  Help  Americans 

HAVE  BETTER  HOMES! 


ALL  HERCULES  Range  Boilers  are  of  first  quality,  full  gauge  prime 
sheets  of  steel.  They  conform  to  all  codes  and  meet  U.S.  Bureau  of 
Standard  Specifications,  but  the  real  reason  why  they  give  longer  serv¬ 
ice  is  because  of  superior  galvanizing.  No  better  boilers  made  at  any 
price.  It  is  the  galvanizing  that  protects  the  steel  underneath  from 
rust  and  corrosion.  That's  why  we  demand  more  careful  galvanizing. 
All  surface  impurities  are  first  removed,  then  the  tank  is  dipped  into 
hot  molten  zinc  which  forms  a  heavy  protective  coating  inside  and  out 
of  pure  zinc.  That's  why  a  Hercules  is  the  lowest  priced  range  boiler 
per  year  of  service  that  you  can  buy. 

Heads  re  extra  heavy.  All  five  connections  for  pipe  and  fittings  are 
accurately  tapped  for  1-in.  pipe  and  inspected  to  insure  an  absolutely 
watertight  opening.  (See  Sketch  at  right.)  No  possibilities  of  leaks 
■when  subjected  to  strain.  All  threads  are  clean,  sharp,  sufficiently 
long  to  form  a  strong,  perfect  leakproof  connection. 


i  i ! 

■ — ■■ 
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Hercules  Range  Boilers  are  made 
in  two  weights — ''standard”  and  "ex¬ 
tra  heavy.”  The  standard  is  made  of 
14-gauge  steel,  the  extra  heavy  12- 
gauge.  The  slight  additional  cost  of 
the  extra  heavy  boiler  results  in 
longer  life  and  a  lower  cost  per  year. 

Also,  there  are  two  types  of  con¬ 
struction:  (1)  ELECTRICALLY 
WELDED  where  seam  is  fused  by 
electricity,  making  the  strongest 


possible  joint.  (2)  RIVETED  AND 
WELDED  where  seam  is  first  riveted, 
then  welded;  preferred  by  many.  Each 
boiler  is  tested  under  wafer  pressure 
before  it  leaves  the  shop.  NOTE  that 
test  pressures  are  much  higher  than 
working  pressures  listed  for  each  type. 

If  you  have  any  questions  about  installa¬ 
tions  or  desire  large  size  range  boilers, 
WRITE  US  for  details  and  prices. 
Freight  charges  are  given  on  Pages  998-999 


RANGE  BOILERS  ONLY  (Without  Fittings) 

Select  your  boiler  according  to  the  pressures  it  is  required  to  withstand. 

STANDARD 

•  Water  tested  to  150  lbs.  pressure  and  Guaranteed  for  85  lbs.  working  pressure. 
Electrically  Welded  Riveted  and  Welded 


42  HM  2502  42  HM  251  2 


Cap.  Gal. 

Size,  In. 

Shpg.  Wt. 

Each 

Cap.  Gal.  Size,  In. 

Shpg.  Wt. 

Each 

30 

40 

12x60 

14x60 

69  lbs. 

90  lbs. 

S5.95 

8.35 

30 

40 

12x60 

14x60 

73  lbs. 

83  lbs. 

$6.45 

8.98 

EXTRA  HEAVY 

•  Water  tested  to  250  lbs.  pressure  and  Guaranteed  for  150  lbs.  working  pressure. 
42  HM  2504  42  HM  251  3 


30 

12x60 

85  lbs. 

$7.30 

30 

12x60 

94  lbs. 

40 

14x60 

102  lbs. 

9.95 

40 

14x60 

102  lbs. 

52 

16x60 

125  lbs. 

15.15 

S7.85 

10.40 


Include  Pipe  and  Fittings  With  Your  Easy  Payment  Order— See  Page  1A. 


GASOLINE 
WATER  HEATER 
cut  0 1  fl  9  5 

,0  *ll  • 

Heats  200  gal.  to 
bath  temperature  on 
one  gallon  of  gaso¬ 
line.  Lights  instant¬ 
ly.  Hot  blue  flame  in 
Yz  minute.  Adjust¬ 
able  flame  for  slow 
or  fast  heating.  Im¬ 
proved  generator. 

Two  coils,  13*4  ft.  of 
\  -in.  seamless  cop¬ 
per.  Heavy'  steel  fuel 
tank.  Holds  1  gal. 

Cast  iron  heater 
jacket.  Malleable 
iron  heat  retaining 
burner  body.  Com¬ 
bination  fuel  and 
pressure  gauge. 

It’s  clean!  Non¬ 
smoking,  odorless, 
noafterfumes. 

Quick  pressure  by  long  7-inch  stroke 
pump.  Self-cleaning  valve  with  bakelite 
handle.  Brass  tank  inlet  connections — 
safety  locked  on  inside  and  solder  sealed 
for  leak  prevention.  Height  over-all,  34 
in.,  including  12-in.  legs,  %4-in.  water  con¬ 
nections.  For  30-gallon  range  boiler.  In¬ 


structions  included. 

4  2  H 2  5  6  4-Shpg.  wt..  38  lbs 


$11.95 


Jackets  Save  Fuel 


Made  of  3-ply  air  cell  asbes¬ 
tos,  %-inch  thick,  finished  in 
washable  metallic  aluminum. 
Tight  beveled  joints.  Three 
enameled  bands  hold  jacket  in 
place.  Asbestos  cement  fur¬ 
nished  for  ends. 


42  H  8998 

For  tank.  12-inch  diameter,  5 
feet  high.  (30-gallon  tank.) 


Shipping  weight,  OQ 

'3  pounds . }Z,Z7 


20] 


42  H  8999 

For  tank,  14-inch  diameter,  5 
feet  high.  (40-gallon  tank.) 
Shipping  weight,  ff  O  "JQ 

22  pounds .  JZ.  /  7 


•  Listed  as  standard  by  Underwriters’  Lab¬ 
oratories. 

•  1  gallon  of  fuel  beats  125  to  150  gallons 
to  bath  temperature. 

•  Oil  gauge  on  tank. 

•  Blue  flame  type  wickless  burner. 

•  Built  of  corrosion-resisting  materials. 

•  Burns  24  hours  on  full  flame— 48  hours  on 
low  flame— on  one  tankful  of  oil. 

•  2-gallon  rust-resisting  tank. 

•  Lower  drum,  middle  ring,  and  oil  reser¬ 
voir  of  green  vitreous  enamel  finish;  other 
parts  green  enamel. 

•  Heating  coil  Insulated  with  J£-in.  rock 
wool. 

•  216  in.  of  in.  copper  coil.  Maximum 
effective  heating  area. 

•  All  parts  replaceable.  Accessible  for  easy 
cleaning.  Simple  cam  action  mechanism 
for  flame  adjustment. 

Modern,  Improved  Design 

‘‘Set  back”  tower  construction  for  longest 
flue  travel.  It  is  set  so  close  fitting  rock  wool 
insulated  upper  casing  forces  heat  against  wa¬ 
ter  coil  for  greatest  efficiency.  Hot  blue  flame 
plays  directly  on  cast  bronze  preheating  coil 
header.  Burner  parts  of  special  alloys  to  with¬ 
stand  intense  heat.  Coil  extends  to  the  top. 
Inside  this  coil  is  a  cylindrical  steel  baffle  which 
forces  the  hot  gases  into  closer  contact  with  the 
coil  so  that  practically  all  the  heat  units  are 
used.  Three  steel  legs  with  floor  leveling  screws. 
For  use  with  30  to  40-gallon  range  boiler. 
Height,  44  in.  Water  connections,  %-in. 
Width,  including  oil  tank,  20  inches.  For  Easy 
Payments,  see  Page  1A.  CIO  QC 

42  HM  2550 — Shpg.wrt.,65  lbs. .  J  I  D 

42  H  2563 — Asbestos  Rings  for  above 
and  former  model  (2562).  O  Rings  I  Q 

Shipping  weight,  4  oz. . . .  O  for  I  7C 


Side  Arm  Water  Heater 

Giant  vapor  burner  with  longer  wick  and  wick 
holder.  (Patented)  ;Four  seamless  copper  coils. 
26  ft.  in  ail.  Jis-in.  diameter.  Cast  iron  door  and 
jacket.  Burns  13  hours  full  flame;  19  low  flame 
on  1  gal.  of  kerosene.  Glass  tank  holds  1  gallon. 
Listed  as  Standard  by  Underwriters'  Labora¬ 
tories.  Carries  Good  Housekeeping  Institute 
labeL  Heats  125  to  150  gallons  to  bath  tempera¬ 
ture  on  1  gallon  of  fuel.  Adequate  capacity  for 
30-gallon  range  boiler.  Water  connections.  %  - 
in.  Height,  26  in.  f|/(  QC 

42  H  2573— Shpg.  tvt.,  48  lbs.  114.73 

42  H  2574 — Extra  wicks  for  above  OQ_ 

heater.  Shipping  wt.,  6  oz.  Each . Z  7  C 


Wicks  for  Former 
Kerosene  Water  Heaters 

When  ordering  wicks  for  former  Kerosene 
water  heaters,  give  casting  number  found  across 
the  base  of  the  burner  or  catalog  number.  If 
above  information  is  not  available,  give  diameter 
and  height  of  metal  carrier  of  old  wick. 


Positive 

Protection 

Safety'  relief 
valve  for  range 
boilers.  Re¬ 
leases  at  50,  75, 
80.  100,  105  or 
130  lbs.  Cast 
brass  body. 
Working  par  t  s  of 
non-corrosive  al¬ 
loy.  Listed  as 
standard  by  Un¬ 
derwriters’  Labora¬ 
tories.  Yz  -in.  con¬ 
nection.  Shpg.  wt., 
5  lbs.  6  oz.  »i  4* 
42H8957.e4.l9 
42H8962  — For 
closed  hot  water 
heating  systems. 
Relieves  at  301bs. 
Shipping  m  aw 

wt.  4  lbs  e4.19 


HOT  WATER  CHEAPLY 
CONNECT  PANGS  SOI  — EP 
TO  VO  UP  CO or  STOVE 


$2.09 


P- ANC£  30IL£*COKMECT£D 
|  TOSIOE  APM  HEAHR 

U  _  jCGN  V  £  *1 LNC  £ \ j 


RANGE  BOILER  FITTINGS 

Prevent  Leaks  on  Your  New  Range  Boiler! 


©  Temperature  and  Pressure  Relief  Valve 

Relieves  at  125 
lbs .  pressure  or  2 1 0 
degrees  tempera¬ 
ture.  Replaceable 
brass  seat.  Lever 
handle  tor  testing  .■n 

valve.  Multiple  f  jj 

phosphor  bronze  t1? 

diaphragm  discs. - )  r 

Extra  ruse  includ- - !  r 

ed.  Shipping  wt.,2  lbs.  8  oz. 

_  42  H  8982 

For  34 -in.  tapping.. 

42  H  8983 — Extra  fuses  for 
above.  Shipping  wt.,  1  oz.  I  C  _ 

Each . I  DC 

% -In.  Range  Boiler  Unions 

Malleable  iron  with  heavy  coat-- 
ing  ot  hot  dip  galvanizing.  Tapped 
!4-in.  inside  for  cold  water  tube. 

Shipping  wt.,  1  lb.  6  oz.  O  _ 

(A  Elbow.  42H1280— Ea..  JVC 
B  Straight.  42H1281-Ea  35c 

Same  as  above,  but  made  of  solid 
cast  brass.  No  danger  of  rusted 
threads.  Will  last  a  lifetime.  c  (N 
42  H  1  461 —Elbow.  Ea.  0UC 
42  H  1  460—  Straight.  Ea.  42c 

©  Boiler  Drain  Valve 

Heavy  cast  red  brass  finished  in 
rough  nickel  plate.  Rust  and  cor¬ 
rosion-proof.  Threaded  for  hose 
connections.  Regular  flushing  of 
sediment  prolongs  life  of  boiler. 

State  size.  Shpg.  wt.,  12  oz. 

42H1  730  OI„  %  in.  OO, 

Yz  -in.  Ea  . .  >3  I  C  Each. ...  J/C 

©  Boiler  Stands 

Cast  iron.  Forms  a  steady  base. 

Adjustable  for  30  to  40-gal.  boilers. 

Height,  12  inches.  Shipping  weight, 

4  pounds  12  ounces.  D  O- 

42  HI  283— Each .  JVC' 

42  H  1  284— For  52-gal.  Z1Q  ' 
boilers.  Sbpg.  wt.,  6  lbs.  12  oz..  U7C 

Complete  Set  of 
Malleable  Fittings 

2  elbow  unions  <A),  2  straight 
unions  B),  1  tube  (C;,  1  stand  (E) 
and  1  drain  cock  (D),  1  bushing,  1 
nipple,  and  1  street  elbow. 

42  H  7600— For  30  to  to  AQ 

40-gal.tanks.Shpg  wt.,12  lbs 
42 H  7601  — Same  a3  above,  but 

for  52-gallon  tanks.  Ship-  1 0  "70 

ping  weight,  15  pounds.  17 

42  H  7609—  Consists  of  2  bra3S 
couplings,  2  brass  elbows,  1  tube; 

stand  and  one  Vz-ia.  drain  cock,  1  galv.  bushing,  1  nipple  a.  _  - 
and  1  street  elbow  for  30  to  40 gallon  tanks.  Shpg.  wt.,  10  lbs.  ,  /  J 


©  c°'<i 

Water  Tube 

Galvanized 
steel  pipe. 
Threaded  one 
end.  Drilled  at 
top.  Length, 
4  ft.;  diam.,  Yz 
in.  Shipping  wrt. 
3  lbs.  8oz.  Ann 
42H1282.  J9C 
42H1456— Brass 
cold  water  tube. 
Shpg.  wt., 

1  pound. .  . 


39c 


CIRCULATING 
PIPE  TO  WATER 
-heating'  unit 


PAGE  8  9  02  *  SEARS; 


PACT  PD  Elf*  LIT  I  ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON,  ROCHESTER,  N.Y. 
rM31  rHEIOni.  OR  BINGHAMTON,  N.  Y.  SEND  ORDERS  TO  BOSTON  ONLY. 


SEARS  96%  COPPER  RANGE  BOILERS 

Guaranteed  20  Years! 


Guarantee! 

If  the  boiler  should  fail  at  any  time  before  the 
20  years  have  expired,  a  new  boiler  will  be  sent 
you,  the  price  of  which  will  be  based  on  propor¬ 
tionate  service  rendered  by  the  old  boiler. 

LSEARS,  ROEBUCK  AND  CO. 


Low  Priced! 


*26 


•  96%  refined  copper. 

•  Not  affected  by  minerals  that  may  be  in  water. 

•  Strong  as  medium  carbon  steel. 

•  Carefully  welded;  positively  guaranteed  for 
working  pressures  stated. 

•  Comply  with  the  severe  requirements  of  the 
Massachusetts  Range  Boiler  law,  making  them 
“A-l”  in  every  respect. 

A  range  boiler  that  can't  rust!  The  peer  of  all  range 
boilers  because  it  is  made  of  copper  silicon  alloy  to 
resist  unfavorable  water  conditions  indefinitely.  In¬ 
stall  it  now  and  have  lasting,  trouble-free  service. 
Copper  silicon  alloy  is  96%  pure  copper,  alloyed  with 
silicon  and  manganese.  We  know  positively  that  you 
cannot  find  a  better,  more  durable  range  boiler  any¬ 
where!  And  when  it  comes  to  a  matter  of  price — 
Sears  always  lead  the  field  in  dollar  for  dollar  value. 
We  do  not  believe  you  can  buy  a  boiler  of  comparable 
quality  at  anywhere  near  this  low  price. 

Stands  up  well  under  high  pressures.  Our  con¬ 
struction  eliminates  solder,  rivets  and  internal  braces. 
Copper  silicon  boilers  have  greater  strength  than  sheet 
copper  boilers,  and  will  therefore  stand  greater 
pressures.  Does  not  dent  easily. 


Prices  shown  below  are  for 
boilers  only,  without  fittings. 

For  stand,  cold  water  tube 
and  couplings,  see  below. 

Smaller  illustration  at 
right  shows  you  just  what  fittings  are  necessary  and 
also  the  placement  of  them  in  relation  to  the  range 
boiler.  Furnished  in  200-lb.  test  or  250-lb.  test  as 
listed  below.  Shipped  from  our  Mail  Order 
House. 

Tested  to  200  lbs.;  guaranteed  for  85 
working  pressure. 


CASH 
25- GAL. 
Complete 


lbs. 


Capacity 

Gallons 

Size, 

Inches 

Shpg. 
Wt..  Lbs. 

42  HM  2519 

Price 

25 

12x48 

70 

S26.95 

30 

12x60 

86 

29.50 

40 

14x60 

99 

37.95 

EXTRA  HEAVY 

Tested  to  250  lbs.; 
working  pressure. 

guaranteed  for  106  lbs. 

Capacity 

Size, 

Shpg. 

42  HM  251  8 

Gallons 

Inches 

\\  t..  Lbs. 

Price 

25 

12x48 

82 

$30.95 

30 

12x60 

99 

34.95 

40 

14x60 

124 

44.95 

For  Easy  Payments,  see  Page  1A. 

Freight  charges  are  given  on  Pages  998-999. 


(C)  Cold  Water 
w  Tube 

Made  of  brass. 
Easily  installed  in 
range  boiler.  Length, 
4  ft.;  diameter.  Yz  - 
in.  Shipping  weight, 
1  pound. 

42  H  1  456 

Each 


39c 


(5)  Boiler 
Drain  Valve 

Heavy  cast  red 
brass.  Rust  and  cor¬ 
rosion  proof.  Nickel 
plated.  Shpg.  wt.,  12  or. 

42  H  1  730 

State  size. 

jfc-in.  Each.  31c 
%-in.  Each.  39c 


1-in.  x  %-in. 

Range  Boiler  Unions 

Cast  red  brass.  Tapped  Yi- 
inch  inside  for  cold  water  tube. 
Shipping  weight,  1  lb.  6  oz. 

42  H  1  461  (A) 

Elbow.  Each . 


50c 

42c 


Cast  Iron 
Boiler  Stands 

Adjustable  for  30  or 
40-gallon  boilers.  Ht.,  12 
in,  Shpg.  wt.,41bs.  12  oz. 

42  H  1  283  9Q 

Each .  J7C 

42  H  1  284— For  52 

gallonboilers.Shpg  69c 


wt.,  6  lbs.  12  oz 


42  H  1 460  B 

_  Straight.  Each . 

42  H  7  602 — Complete  Set  of  Brass  Fittings:  2  elbow  unions  and  2  straight  unions.  1  tube,  drain 
cock.  3  brass  fittings,  1  cast  iron  stand.  1  bushing.  1  street  ell  and  1  nipple.  For  25  to  40-gallon  O  QC 

tanks.  Shipping  weight,  12  pounds . )Z,7  J 


Pressure 
1 -Relief  Valve 
For  Price  See 
o.  ..-  Opposite  Page 


Circulating 
Pipe  from 
Water 

Heating  Unit 

7“ 


Relief  Valve 

For  range 
boilers.  Releases 
at  50.  75.  80,  100. 

105  or  130  lbs. 

Cast  brass  body. 

Yz  -in.inletand  outlet. 

42  H  8957— Wt.. 

5  lbs.  6  oz  S4. 1  9 

42  H  8962 — For  closed 
hot  water  heating  systems. 
Relieves  at  30  lbs.  A  IQ 
Shpg.  wt.,  4  lbs. . . 


Boiler  Into  Oil-Burning 


Heating  System 


HERCULES  automatic  OIL-BURNER 


•  Listed  as  standard  by  Under¬ 
writers’  Laboratories. 

•  Heats  30  gallons  of  water  per 

hour. 

•  Burns  low  cost  No.  1  furnace,  range  or  kero¬ 
sene  oil. 

•  Fully  automatic— simple  positive  thermo¬ 
static  controls  turn  burner  on  and  off. 

•  Automatic  draft  regulator.  High  fire  adjust¬ 
ment  valve  which  provides  easy  adjustment 
of  correct  oil  flow  to  burner  and  pilot  control. 

•  New  design  burner— no  wicks  to  clean. 

•  10-gauge  copper-bearing  steel  tank,  galvanized 
inside  and  out. 

•  Tested  to  300  lbs.  for  operating  pressure  of 
125  lbs. 

1000  Gallons  for  Less  Than  a  Dollar! 

—-That’s  Economical  Water  Heating! 

A  day’s  supply  of  steaming  hot  water  for  4c!  That's 
the  economy  this  Hercules  {Reg.  U.S.  Pat.  Off.) 

Automatic  Oil  Burning  Water  Heater  offers  you. 

This  estimate  is  based  on  a  fuel  oil  cost  of  8c  per 
gallon.  With  all  the  economies  of  other  Sears  auto¬ 
matic  heaters  an  oil-burning  water  heater  gives  you 
the  additional  economy  of  oil  over  gas.  Completely 
automatic!  Light  it  and  forget  it.  The  double  deck 
vaporizing  pot  type  burner  is  a  single  piece  14-gauge 
steel  stamping.  Vaporizing  action  prevents  heavy 
carbon  formation — keeps  burner  clear  and  flame  hot. 

Rust  and  corrosion  resisting.  Center  flue  of  quick 
heat  conducting  steel  completely  surrounded  by  water. 

Draft  controls  are  automatic. 

Stack  connection.  6  in.  Available  in  30  and  50-gallon 
sizes.  We  recommend  the  50-gal.  size  for  homes  with 
two  or  more  bathrooms.  You  will  then  always  have 
plenty  of  hot  water.  Attractively  finished  in  green. 

Attractive  steel  doors.  Legs  cast  iron.  Easy  to 
install  with  complete  instructions  furnished.  Shipped 
ready  to  install. 

For  Easy  Payments  see  Page  LA.  Freight  rates  are 
given  on  Pages  998-999. 

Shipped  from  Boston,  Binghamton  or  Rochester.  Send  orders 
to  Boston  only. 


42  HM  2505— State  size. 


Capacity 

Diameter 

Height 

Shpg.  Wt. 

Price 

30-gal. 

16-in. 

60-in. 

250  lbs. 

S44.85 

50-gal. 

’20-  in. 

60-in. 

294  lbs. 

62.50 

Steel  Storage  Tank  With  Stand 

42  HM  2536  — 25-gal.  fuel  storage  tank.  10  ft.  copper  tubing 
and  all  necessary  fittings.  Tank  size.  18x22  in.  (see  9  c 

small  illustration  at  right).  Shpg.  wt..  42  lbs . J  /  ■  J  J 

If  a  larger  capacity  oil  tank  is  wanted  write  us  for  prices. 


SEARS  «  page  891 


PLENTY  OF  HOT  WATER 


HERCULES  Automatic 
Oil  Burning 
Water  Heater 


CLEAN,  QUIET  FLAME 


Shi  pped 
fro  m 

Boston,  Binghamton, 
or  Rochester.  Send 
Orders  to  Boston  only. 

Converts  your  old  furnace  or  boiler  into  an  automatic  oil-burning  heating  system. 
Gone  is  the  drudgery  of  coal  shoveling  and  the  messy  job  of  lugging  ashes  from  the 
basement.  Plenty  of  heat  during  the  coldest  winter  months  and  steady  heat  during  the 
changeable  days  of  Spring  and  Fall. 

The  Hercules  Patented  by  Sears.  Roebuck  and  Co.''  Oil  Burner  is  America’s  most 
beautiful  burner!  Clean,  quiet,  comfortable  and  safe!  Its  new,  improved  design  in¬ 
sures  utmost  efficiency,  and  economy.  It’s  economical  because  in  it  you  can  use  the  heav¬ 
ier,  cheaper  oils.  It’s  easy  on  current,  too.  The  Hercules  uses  only  150  watts  when  it  is 
“on" — and  it’s  “on”  only  about  50%  of  the  time.  Easily  installed  in  any  type  of  heating 
system  with  only  a  few  hours  work. 

Before  ordering  write  for  Survey  Blank  B10389H.  Fill  it  in  carefully  and  send  it  to  us 
with  your  order.  With  this  our  consultants  can  specify  correct  size  and  type  of  controls, 
nozzle,  burner,  combustion  chamber,  etc.  to  suit  your  heating  system.  Take  advantage  of 
Sears  Easy  Payment  Terms,  and  enjoy  the  comfort  and  savings  of  oil  heat  now.  See  Page  1A. 

CHASSIS — Base,  blower,  housing  and  draft  tube  in  one  piece,  insuring  perfect  align¬ 
ment,  quietness  and  durability. 

MOTOR — Special  design  for  oil  burner — split-phase  type.  Quiet,  powerful,  econ¬ 
omical  of  current,  and  exceptionally  long  lasting. 

BLOWER — Centrifugal  type.  Made  of  aluminum.  Balanced  perfectly. 

STRAINER — Made  of  100-mesh  Monel  Metal  screen  cloth. 

OIL  PUMP — Internal  rotary  gear,  packless  type,  self-oiling,  guaranteed  non-leaking. 
Never  needs  priming  or  re- packing. 

IGNITION — Intermittent;  electric  spark;  no  radio  interference. 

SHUT-OFF  VALVE  —insures  uniform  oil  pressure.  Shuts  off  immediately  when  the 
burner  stops. 

ATOMIZATION — by  mechanical  pressure  through  nozzle. 

HERCULES  CONVERSION  OIL  BURNER— Shpg.  wt..  155  lbs. _ 


With  Hot  Water  Controls 


With  Warm  Air  Controls 


With  Steam  Controls 


42  HM  8005  S99.50  42  HM  8006  S99.5Q  42  HM  8007  S99.50 


CACT  rnpirUT  ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON, 
•A3I  rKClIjrnl.  ROCHESTER  OR  BINGHAMTON,  N.  Y.  SEND  ORDERS  TO  BOSTON  ONLY;' 


PAGE  89  22  ®  SEARS 


LOW. ..PRICED 

AUTOMATIC 

WATER  HEATER 


15-Gal. 
A.G.A. 
Approved 

Lowest 
priced  auto¬ 
matic  gas 
water  heat¬ 
er.  Tank  is 
12  -  g  a  u  g  e 
copper  bear- 
i ng  galva¬ 
nized  steel, 
tested  to  250 
lbs.  Guaran¬ 
teed  for  125 
lbs.  working 
pressure. 
T ank  sur¬ 
rounded 
with  double 
layer  of  air- 
cell  asbestos  insulation.  Burner 
is  improved  drilled  type— ^cast 
iron.  Thermostat  is  positive. 
Snap-action  type.  Helical  type 
inner  flue,  baffled  to  prevent 
heat  loss.  Finished  in  two-tone 
green.  Drain  cock  threaded  for 
hose  connection.  Tapped  for  %- 
inch  water  and  J4-inch  gas  con¬ 
nection.  Order  3-in.  vent  pipe 
for  flue.  Burns  natural,  mixed 
or  manufactured  gas.  State 
which. 

42  HM  2582— State  size. 


Cap. 

Gal. 

Ht. 

In. 

Shpg. 
Wt.  Lbs. 

Cash 

Price 

15 

54 

130 

$24.95 

20 

54 

145 

27.95 

27 

54 

190 

34,95 

HercuTes  Automatic  Gas  Water  Heaters  are  approved  by  the  American  Gas 
Association.  They  only  approve  those  appliances  which  pass  the  rigid  speci¬ 
fications  for  safety  and  economy.  These  Heaters  may  be  used  wherever 
natural,  mixed  or  manufactured  gas  is  available.  You  can  depend  on  them 
for  complete  satisfaction.  Hercules  Automatic  Gas  Water  Heaters  will  supply 
all  the  hot  water  you  need  day  or  night.  They  are  economical.  When  water 
reaches  the  temperature  you  want,  the  &as  automatically  turns  off. 

Compare  these  heaters  with  any  other.  Check  over  the  specifications.  See 
for  yourself  that  when  you  buy  a  Hercules  you  buy  the  best  and  you  save  from 
$20  to  $50  depending  upon  the  size.  Enjoy  automatic  hot  water  now.  Pay 
for  it  on  Easy  Payments.  See  Page  1A  for  details. 


We  can  always  furnish  repair  parts  for  any  Sears  Automatic  Side 
Arm  Gas  or  Cast  Iron  Water  Heaters.  See  Page  995. 


BUILDING 

SPECIAL! 


Approved  by  the 
American  Gas  As¬ 
sociation. 


*32??, 


Comparable  to 
others  costing  $20 
to  $40  more.  Tank 
of  heavy  10-gauge 
copper-bearing 
galvanized  steel.  Tested  to  300  lbs.  and 
guaranteed  for  150  lbs.  working  pres¬ 
sure.  There  is  1%  in.  of  Zonalite  insula¬ 
tion  around  tank  to  prevent  heat  losses. 
Outer  jacket  is  steel,  baked-on  ivory 
enamel  finish.  The  burner  is  of  lasting 
cast  iron — the  quick  heating  drill  type. 
The  Grayson  snap  action  type  thermo¬ 
stat  is  positive,  dependable.  Safety 
Pilot  shuts  off  flow  of  gas  if  gas  pilot 
goes  out.  Helical  type  baffle  plates  slow 
down  the  escape  of  hot  gases,  thus  uti¬ 
lizes  practically  all  the  heat  units.  Uses 
artificial,  mixed  natural  or  bottled  or 
butane  gas.  Two  %-in.  brass  nipple 
water  connections;  '/z-in.  for  gas.  Order 
3-in.  vent.  Instructions  furnished.  All 
heaters  for  bottled  or  butane  gas  ship¬ 
ped  from  factory  near  Newark,  N.  J. 
You  pay  freight  from  point  of  shipment. 
State  type  gas. 

42  HM  2578— State  size. 


BUILDING 

SPECIAL1 

*41??, 


42  H  9 1  20 — 3-in.  vent  pipe.  2-ft.  Igth.  Wt.  1  lb.  8  oz . 1  7 c 

42  H  9122 — 3-in.  90°  elbow,  adjustable.  Wt.8oz.  Ea.22c 
42  H  9123 — Draft  Diverter.  Fits  over  3-in.  flue  4Q 

vent.  Shipping  weight,  1  pound  8  ounces . 470 

For  5  and  6-in.  Vent  Pipe  and  Fittings — see  Page  914. 


Cap. 

Ht. 

Shpg. 

Artificial 

Bottled 

Wt., 

Mixed  or 

or  Bu- 

Gal. 

In. 

Lbs. 

Natural  Gas 

tane  Gas 

15 

48 

190 

$32.95 

$37.95 

20 

48 

215 

36.95 

41  .95 

30 

54 

255 

44.50 

49.50 

40 

64 

300 

52.50 

57.50 

One  of  the  most 
beautiful  gas  water 
heatersmade!  Baked- 
on  cream  enamel, 
trimmed  in  green. 

Every  new,  worth¬ 
while  idea  of  design 
construction  for 
greatest  operating  ef¬ 
ficiency  24  hrs.  a  day. 

(B)  Equipped  with  very  latest  im¬ 
proved  Grayson  Snap-action  thermo¬ 
stat.  All  controls  and  (C)  Drain  Cock 
concealed  inside  cabinet.  Paneled  door 
makes  them  instantly  accessible.  Im¬ 
proved  drilled  type  burner.  Tank  is 
heavy,  10-gauge,  copper  bearing,  gal¬ 
vanized  steel,  tested  to3001bs.  pressure 
and  guaranteed  for  150  lbs.  working 
pressure  and  with  3  inches  of  Zonalite 
insulation  to  prevent  heat  loss. 

Another  feature  is  (A)  the  helical  type 
baffle  plates  which  retard  the  upward 
flow  of  hot  gases  until  practically  all  heat 
units  are  utilized.  Safety  Pilot  shuts  off 
gas  if  pilot  goes  out.  Tapped  for  %-in. 
water  connection;  /z-  in.  for  gas.  Order 
3-in.  vent  pipe.  State  size.  Artificial, 
mixed,  or  Natural  gas.  State  which. 


. 


 ■ 

42HM2581 

Ht. 

Shpg.  Wt. 

Price 

15-gal. 

40-in. 

190  Lbs 

$41.95 

20-gal. 

50-in. 

1205  lbs. 

44.50 

30-gal. 

44-in. 

1  295  lbs. 

52.50 

New!  Modern! 

SIDE  ARM  GAS  WATER  HEATER 


(Pat.  Appl.  For).  Greater  Efficiency!  Greater  Econ¬ 
omy.  Yet  priced  as  low  as  ordinary  gas  water  heaters. 
New  beautiful  modern  design,  exclusive  at  Sears.  New 
improved  burner,  162  in.  of  %-in.  copper  tubing.  Double 
coil  with  baffle  plates  to  utilize  all  the  heat.  Equipped 
with  drip  pan  and  large  air  mixer,  %-in.  water  connec¬ 
tion;  Vz  -in.  gas  connection.  Order  vent  pipe  (42  H  9120) 
above. 

42  HM  2561 — State  size  and  kind  of  gas. 


Cap. 

Ht. 

Shpg. 

Artificial  Mixed 

Bottled 

Butane 

Gal. 

In. 

Wt.,  Lbs. 

or  Natural  Gas 

Gas 

Gas 

30 

25 

32 

$4.45 

$4.95 

$1 0.95 

40 

28 

39 

6.45 

6.95 

1  2.95 

52 

30 

46 

7.45 

8.05 

1  3.95 

Make  Above  Heaters  Automatic! 

Tins  snap-action  thermostat  makes 
above  heaters  positively  automatic.  Eas¬ 
ily  connected.  Set  tnermostat  to  heat 
desired  (80°  to  165°).  Price  includes 
thermostat,  pilot  with  shut-off  cock, 
and  tubing.  f  a  A 

42  H  8886— Shpg.  wt..  3  lbs  J4.  DU 


Copper  Connection  for 
Side  Arm  Water  Heater 

This  item  is  made  up  of  only  3 
pieces.  Only  two  simple  connections  to 
make.  We  have  made  a  copper  tube  which  is 
bent — eliminating  two  additional  connec- 

(AMi  H  2588— Shpg.  wt.,  3  lbs.  8  oz..  SI. 45 

Hot  Water  Furnace  Coil 


(B)  42 H 8961-State  size. 

Give  diameter  of  firepot. 
%-in.  Wt.,  7  lbs. ...  75c 
1-in.  Wt.,  19  lbs..  .  ,95c 


•  Approved  by  the  American  Gas 
Association 

•  Double-Sealed  Top  ond  Baffled 
Jacket  Prevent  Heat  Losses 

•  Streamlined  for  Beauty  and 
Greater  Efficiency 


Automatic 

Temperature 

Control 

(A)  For  coal  wa¬ 
ter  heaters.  Make 
your  water  tem¬ 
perature  control 
automatic.  Save 
steps  and  20%  in 
fuel  consumption. 
Only  $3.69  and  you 
have  automatic 
temperature  con¬ 
trol,  and  it  is  so 
simple  you  can  eas¬ 
ily  install  it.  In¬ 
structions  fur¬ 
nished.  When  wa¬ 
ter  in  tank  falls  be¬ 
low  a  predeter¬ 
mined  temperature 
it  automatically 
closes  the  check. 
It  prevents  over¬ 
heating  of  water. 
Casing  is  made  of 
cast  iron  and  the 
thermostatic  ele¬ 
ment  is  highest 
grade  spring  brass. 
No  gaskets  to  re¬ 
place.  Adjusts  for 
different  temper¬ 
atures.  Complete 
with  lever,  weight, 
chain  and  check 
damper  for  pipe. 
Threaded  for  1-in. 
connection. 

42  H  8852 

i5ibswt:$3.69 


The  Cheapest  Way  to  Have  Hot  Water  on  Tap! 

Low  First  Cost  and  Lowest  Operating  Cost  with  a  Hercules  Cast  Iron  Coal 
Burning  Tank  Heater.  Attention  twice  a  day  provides  an  abundant  supply  of  real 
hot  water.  Capacities  are  based  on  raising  water  temperature  25°  F.  in  one  hour  and 
every  pound  of  coal  will  heat  20  gallons  of  water  this  amount.  All  heaters  except 
two  large  sizes  have  firebrick  lined  firepots,  all  have  extra  deep  ashpits,  rocking  bar 
grates,  and  easily  accessible  fire  doors. 

All  heaters  are  guaranteed  for  working  pressure  up  to  125  lbs.  Note  diagram  at 
left  showing  simple,  easy  installation  for  heating  water.  For  automatic  regulation 
of  the  water  temperature  add  the  automatic  regulator  described  at  left.  Thou¬ 
sands  in  use  in  all  types  of  homes  and  apartment  buildings  in  every  part  of  the 
country.  Absolutely  guaranteed  to  satisfy  you.  Freight  rates  on  Pages  998-999. 


®The  least  ex¬ 
pensive  water 
heater  of  equal  ca¬ 
pacity  that  you 
can  buy!  Least  ini¬ 
tial  cost  and  lowest 
fuel  cost — a  combi¬ 
nation  you  cannot 
beat.  Gallon  for 
gallon  you  get  more 
hot  water  for  less 
money. 


®Dome  top  tank 
heater  of  finest 
gray  iron  castings, 
uniform  in  thick¬ 
ness  and  quality. 
Greater  area  of 
curved  dome  ex¬ 
posed  di rectly 
above  fire  gives 
greater  capacity 
than  flat  top  heat¬ 
ers. 


©Dome  top 
heaterwithfire 
door  on  side  in¬ 
stead  of  top.  This 
saves  the  whole 
valuable  heating 
area  of  the  dome 
for  absorbing  the 
heat  from  fire.  An 
exclusive  Sears  de¬ 
signed  heater. 


©Heavy  duty  type 
with  waterleg  to 
grate  line.Both  225-gal. 
and  450-gal.  sizes  con¬ 
structed  on  big  boiler 
principles.  An  ideal  wa¬ 
ter  heater  for  large  hot 
water  requirements. 
Add  a  radiator  and 
heat  the  garage  or  a 
small  room.  Ask  us  for 
sketch. 


Catalog 

Gals,  per 

Tappings 

Diam. 

Smoke 

Height 

Shpg. 

Pri 

Number 

Hour 

In 

Out 

Grate 

Pipe 

Overall 

Wt. 

(A)42  HM  2551 

52 

1  in. 

1  in. 

10  in. 

5  in. 

19  in. 

108  lbs. 

$5.95 

<B)42  HM  2539 

65 

1  in. 

1  in. 

10  in. 

5  in. 

23  in. 

127  lbs. 

6.75 

(042  HM  2537 

85 

1  in. 

1  in. 

10  in. 

5  in. 

25  in. 

140  lbs. 

8.45 

(042  HM  2538 

125 

1  in. 

1  in. 

10  in. 

5  in. 

29  in. 

152  lbs. 

9.95 

(D)42  HM  2552 

225 

2  in. 

2  in. 

12  in. 

6  in. 

30  in. 

260  lbs. 

1  6.95 

(D)42  HM  2555 

450 

2-2  in. 

2  in. 

15  in. 

7  in. 

40  in. 

475  lbs. 

34.95 

HERCULES  Coal  Burning  WATER  HEATERS 


BIG  PRICE  REDUCTIONS  ON  SEARS  PUMPING  EQUIPMENT 


Brass  Jacketed  Well  Points— Prices  Cut ! 

Heavy  wrought  iron  pipe,  galvanized  inside  and 
out  after  holes  are  punched.  Rectangular  holes; 
perforated  brass  jacketed.  Forged  steel  points. 

42  H  2303  — 60-Gauze.  For  coarse  sand. 

42  H  2320 — 80-Gauze.  For  medium  sand. 

42  H  2309 — 100-Gauze.  For  fine  sand. 


CISTERN  FORCE  PUMP  cut  to 

69 


Pipe  Size,  In .  .  . 
Lgth.,  over  all.  In. 
Shpg.  wt.,  lbs.  . 

m 

30 

8 

114 

36 

9 

1/4 

42 

10 

1/2 

42 

13 

2 

42 

18 

2 

54 

22 

60-gauze . 

80-gauze . 

100-gauze . 

SI. 55 
2.39 
3.75 

52.09 

2.98 

4.75 

$2.65 

3.85 

5.89 

54.15 

5.25 

7.95 

55.89 

7.35 

10.75 

57.75 

9.30 

13.95 

Washer  Well  Points — Prices  Cut! 

42  H  2321  — Round  *  holes  in  galvanized  pipe 
section  are  bored  and  countersunk,  fitted  with  brass 
gauze  inserts.  For  rocky  or  gravel  soil.  60-gauze: 


Pipe  Size,  In  .  . 

Lgth.,overall,In. 
Shpg.  wt.,  lbs..  . 
Each . 


1/4 

1/4 

l/z 

2 

30 

36 

42 

42 

8 

10 

13 

18 

$1  .65 

$2.09 

$4.25  $5.89 

No  need  to  be  without 
the  convenience  of  water  in 
the  home.  This  simple  in¬ 
stallation  shows  how  to 
have  hot  and  cold  water 
even  with  a  low  priced  force 
pump  installation.  Why 
not  plan  to  start  with  cold 
water  right  in  the  kitchen 
and  then  later  add  a  hot 
water  heater.  It  is  then  a 
simple  and  rather  inexpen¬ 
sive  step  to  force  both  hot 
and  cold  water  to  a  second 
floor  bathroom. 

Our  consultants  will  be 
glad  to  help  you  with  your 
pump  problems.  Write  us. 


Lifts  water  up  to  20  ft.,  and 
forces  it  to  elevated  or  attic 
tanks  which  gives  you  run¬ 
ning  water  in  kitchen  and 
bathroom.  See  kitchen  in¬ 
stallation  in  il¬ 
lustration  at  left. 

•  3-in.  brass  cyl- 
inderwith  brass 
valve  seat  and 
stuffing  nut. 

(Take  314 -inch 
check  valve 
leather.) 

•  Bronze  pump 
rod. 

•Oak  tanned 
plunger  leather. 

Tapped  for  1(4- 
in.  suction  pipe;  1- 
in.  top  discharge 
outlet.  Use  foot 
valve  on  end  of  suc¬ 
tion  pipe.  Shpg. 
wt.,  25  lbs. 

„  .42  H  2379 

With  spout  for  %- 
in.  hose  con¬ 
nection.  .  $5.69 
42  H  2377 
With  plain  goose¬ 
neck  spout.  Shpg. 
wt.,  25  lbs. $5 .25 


EASY  WORKING  CYLINDERS 


Every  Price  Cut  Under  Today’s  Market ! 

Sears  offer  three  types  of  cylinder  construction — 
Iron,  Brass-Lined,  and  All  Brass.  For  longest  service, 
we  urge  the  purchase  of  the  brass-lined  or  all  brass  type. 
Cast  Iron  and  Brass-Lined  Cylinders.  Sears  cylinders 
have  a  long  free  water  way  with  non-sticking  poppet.  Re¬ 
duce  friction  and  make  pumping  easy.  Check  valve  is 
beveled  and  prevents  sediment  from  holding  it  open.  10-in. 
cylinders  have  6-in.  stroke,  one  plunger  leather;  16-in. 
cylinders  have  10-in.  stroke,  two  plunger  leathers;  3(4-in 
cylinders  fitted  for  l)4-in.  pipe;  all  others  l|4-in.  pipe 


PITCHER  SPOUT  PUMP 

Simplest  to  use  whenever  water 
has  to  be  lifted.  Connect  pump  to 
suction  pipe  or  well  point  and  water 
can  be  lifted  up  to  20  ft.  Cannot  be 
used  to  force  water  above  level  of 
pump  spout! 

Heavy  cast  iron 
with  adjustable  head 
and  set  screw  for 
locating  handle  in  any 
position.  Handle 
raised  to  extreme 
height  prevents 
freezing,  provided  no 
foot  valve  is  used. 

Cylinder  ground  and 
polished  inside.  Oak- 
tanned  leathers. 

Tapped  for  lJ4-in. 
iron  pipe.  Shpg.  wt., 

22  lbs. 

42  H  2370 

With  5-inch  iron 

cylinder - $1  .35 

.  42  H  2371 
With  3-in.  brass  lined 
cylinder.  .  $2 . 35 

. 42  H  2372 
With  3(4-in.  iron 
cylinder.  .  .  $2.09 
42  H  2373 
With  3J4-in.  brass  lined 
cylinder . $2  .79 


Iron  Cylinders 


Brass-Lined  Cylinders 


State  Size 

42  H  2304 

10  Inches 

42  H  2305 

10  Inches 

42  H  2306 

16  Inches 

Inside 

Diam. 

Outside 

Diam. 

Shpg. 

Wt. 

Price 

Each 

Shpg. 

Wt. 

Price 

Each 

Shpg. 

Wt. 

Price 

Each 

2(4  in. 
3  in. 
3/2  in. 

3%  in. 
4(4  in. 
4%  in. 

11  lbs. 

13  lbs. 

14  lbs. 

51.59 

1.85 

2.39 

11  lbs. 

13  lbs. 

14  lbs. 

52.95 

3.45 

4.49 

16  lbs. 

17  lbs. 
22  lbs. 

54.39 

4.98 

5.89 

All  Brass  Outside  Caps  Cylinders.  Will  last  for  years 
because  the  body  is  of  heavy  seamless  brass  tubing.  Caps 
are  heavy  brass  castings;  threaded  for  standard  pipe  411 
brass  valves  of  spring  spool  type  with  two  waterproof  cup 
leathers  on  plunger.  Leather  packer  on  check  valve  and 
non-sticking  poppets.  Bottom  of  plunger  tapped  to  permit 
removal  of  both  valves  at  once  without  pulling  cylinder 
Fitted  for  both  %-in.  pipe  or  ’/U-in.  rod.  Stroke,  10  in. 


42H2304  42H2306  42H2323 


inside 

Diam. 

Casing 

Size 

Pipe  Size 

Shpg. 

Wt. 

Price 

Top 

Bottom 

1%  in. 
l,3/1s  in. 
2(4  in. 

2/2  in. 

3  in. 
3/2  in. 

IV2  in. 

2  in. 
2V2  in. 

1  in. 

1(4  in. 

1 14  in. 

5  lbs. 
8  bs. 
12  lbs. 

$7.09 

8.49 

11.55 

REPAIR  PARTS 

We  c  a  n  a  I  way  s  supply  you 
with  replacement  parts  for 
Sears  pumps.  See  Page  995. 


Ash  Wood 
Pump  Rod 

Prices  Cut! 

Quality  seasoned 
ash  for  deep 
wells.  Abt.  18-fw 
lengths.  l!4-in. 
diant.  %in.  threads. 
42  HM  231  7 
Complete  with 
42  H  2300  coup¬ 
lings.  Shpg.  wt., 
8  oz.  Per  ft.  1  9c 

42 H  2300 

G  a  1  v.  forged 
steel  3-b  o 1  t 
couplings  to  fit 
above  rod.  Wt., 
2  lbs.  Pair. .  .59c 


Galvanized 
Pump  Rod 

Prices  Cut! 
Steel,  galvan¬ 
ized.  Tie  in. 
Length,  about, 
18  f  t  .  Not 
threaded. 

42  H  231 4 
Per  ft.  Shpg. 
wt ..  8  oz. . .  5c 
Threads  extra 
per  cut ....  5c 

42  H  231 3 

Galvanized 
Pu  m  p  Rod 
Couplings  to 

fit  rod  above. 
Shpg.wt.,2  oz.  6c 


Driving 

Caps 

Prices' 

Cut!  When  driving 
a  well  pipe  always 
use  a  driving  cup 
to  protect  the 
threads.  Made  of 
heavy  malleable 
iron  to  prevent 
cracking.  State  size. 

42  H  2312 


Iron 

Shpg. 

Pipe 

Wt. 

Size 

Lbs 

Oz. 

1(4  in. 

1 

8 

37c 

1(4  in. 

2 

— 

45c 

2  in. 

3 

6 

79c 

First  Quality 
Foot  Valves 

Prices  Cut!  Screws 
on  end  of  suction  pipe  to  keep 
pump  primed.  Pipe  size,  l|4-in. 
Heavy  cast  iron.  Openings  give 
area  much  greater  than  capacity 
of  pipe.  Shpg.  wt.,  3  lbs.  4  oz. 
42  H  2303— Painted.  65c 
42  H  231  5  —  Galvanized 
(as  illustrated  above).  .  .  .  75c 


Foot  Valve 
and  Strainer 

Prices  Cut!  Keeps 
pump  primed.  Cast 
brass  body;  brass  tube 
strainer.  Threaded 
for  %-in.  suction  pipe. 
Outside  1 14x4  in.  Shpg. 
wt  ,  10  oz. 

42  H  2364  93c 


Super 
Quality 
Pump  Leathers 


Prices  Cut!  Oak-tanned  side-cut 
leather,  filled  with  waxes  and  oils. 
Order  check  valve  leathers  Vi  inch 
larger  than  inside  diameter  of 
cylinder,  unless  otherwise  stated. 
Shpg.  wt.,  2  oz.  each. 


42  H  2307 

42  H  231 6 

Plunger  Leathers  1 

Valve  Leathers 

Inside  Diam.  of  Bar- 1 

Act.  Outside  Diam. 

rel  of  Cylinder  | 

of  Leather 

2  in. 

8c 

2(4  in. 

6c 

2(4  in. 

10c 

2 %  in. 

7c 

l/2  in. 

12c 

3  in. 

8c 

2%  in. 

13c 

3(4  in. 

9c 

3  in. 

15c 

3/2  in. 

1  Oc 

3(4  in. 

17c 

3%  in. 

1  1c 

3(4  in. 

20c 

4  in. 

1  3c 

4  in. 

28c 

4 ]/2  in. 

1  8c 

Well  f|Q- 
Boring  $11 00 
Auger  ■ 

Low  Priced! 

High  carbon  steel 
blades  of  expansion 
type,  hinged  and 
self-cleaning. 
Shaped  to  pull  into 
the  earth  Bores 
wells  or  postholes. 
Adjustable  to  7 
sizes  of  holes  from 
8  to  14  in.  in  diam¬ 
eter.  Handle  48  in. 
long.  Shpg.  wt., 
20  lbs. 

42H2335  .$4.35 

50-in.  Extension 
with  coupling  for 

above.  Shpg.  wt., 
each,  5  lbs. 

42H2337Each72c 


HOW  TO  ORDER  PUMPS  FOR  YOUR  NEEDS 


When  the  distance  from  platform  to  the  lowest  water  level  is 
under  25  feet  as  in  “A,”  use  pump  with  4-foot  set  length  and 
order  pipe  to  reach  from  cylinder  into  water.  Use  foot  valve  on 
suction  to  hold  prime.  “B"  shows  driven  well.  Well  point  used  on 
bottom.  When  the  distance  from  platform  to  the  lowest  water 
level  is  more  than  25  feet,  order  a  set  length  pump  with  pipe  and 
rod  to  extend  cylinder  into  water  as  in  “C.“ 


HEAVY  WEIGHT  LIFT  PUMPS 

FOR  WELLS  UP  TO  60  FEET  DEEP 

•  One-piece  heavy  casl  iron  standard 
with  one-piece  base  and  strong  brace. 

•  Easy  6-inch  stroke. 

•  Hos  drip  hole  to  prevent  freezing. 

•  Adjustable,  3-bolt  flanged  head. 


Guaranteed  for  Wells 
Up  to  60  Ft.  Deep 

Built  rugged  for  years  of  service.  Has  a  3-bolt 
flanged  head  adjustable  to  locate  handle  in  several 
positions.  4-foot  set  lengths  made  up  complete  with 
the  42  H  2304  and  42  H  2305  cylinders  described  at 
left,  rod  and  lJ4-in.  copper-bearing  galvanized  pipe. 

To  Make  Pumps  Complete  Outfits 

Set  lengths  bring  bottom  of  cylinder  4-ft.  below 
pump  base. 

For  wells  less  than  25  ft.  deep,  order  l(4-in.  gal¬ 
vanized  pipe  (copper-bearing  recommended)  to  reach 
from  bottom  of  cylinder  to  lowest  water  level. 

For  deeper  wells  with  cylinders  extending  into 
water,  add  2 1  J4c  per  foot  for  galvanized'copper-bearing 
pipe  and  rod.  For  shipping  weight,  add  2  lbs.  8  oz. 
per  foot  of  extension.  See  “How  to  Order  Pumps 
for  Your  Needs”  at  lower  left. 


Catalog 

Number 

Size 

Cylinder 

In. 

Shpg. 

Wt., 

Lbs. 

Iron 

Cylinder 

Brass- 

Lined 

Cylinder 

42  HM  2353 
42  HM  2354 

3  xlO 
3/2XIO 

65 

69 

$6. 1  5 
7.1  5 

$7.79 

8.95 

Pump  Standard  Only 

For  wells  up  to  75  ft.  deep.  Without  cylinder, 
pipe  or  pump  rod.  For  114 -in.  pipe. 

42  HM  2355— Shipping  wt.,  41  lbs...  53.80 


HAND  AND  WINDMILL  PUMPS 


•  Extra  strong  cast  iron  construction  for  heavy 
duty;  iron  or  brass-lined  cylinders.  4-ft.  gal¬ 
vanized  set  length  (Copper-bearing  pipe.) 

•  Takes  1*4 -in.  pipe.  Drip  hole  above  cylinder  pre¬ 
vents  freezing.  Flange  head  construction. 

•  Perfect  alignment.  Brass  stuffing  nut.  Com¬ 
pression  spout  with  hose  clevis. 

The  chamber  above  spout  is 

sealed.  Water  drawn  from  well  cre¬ 
ates  air  pressure  in  chamber  forc¬ 
ing  water  to  great  distances.  Com-  ’T'  42HM2383 

plete  outfits  listed  below  made  up 
of  42  H  2304  and  42  H  2305  cylinders 
described  above  at  left,  galvanized  copper-bearing  pipe 
and  pump  rod  for  set  length  which  extends  cylinder 
4  ft.  below  base  of  pump.  For  deeper  wells  add  21J4c 
per  foot  for  pipe  and  rod.  Add  2  lbs.  8  oz.  to  shpg.  wt. 
per  foot  of  extension.  See  “How  to  Order  Pumps  etc.,’’ 
at  lower  left.  For  Windmills,  write  for  circular. 


$Q15 

^  42HM2 


Windmill  Force  Pumps 

Every  Price  Cut!  For  wells  up  to  150  ft.  deep  Oper¬ 
ated  by  hand,  windmill  or  pump  jack.  Tapped  back  of 
spout  for  1 14  in.  pipe  for  pumping  water  to  elevated  tank . 


Catalog 

Number 

Size 

Cylinder 

Lgth. 

Stroke 

Shipping 

Weight 

With  Iron 
Cylinder 

Brass- 

Lined 

Cylinder 

42  HM  2380 
42  HM  2381 
42  HM  2382 

3  xlOin. 
3(4x10  in. 
3  xl6in. 

6  in. 
6  in. 
10  in. 

100  lbs. 
102  lbs. 
110  lbs. 

$12.15 

12.45 

513.15 

14.15 

15.45 

Heavy  Pump  Standard  Only — Tapped  for  1(4,  1(4. 
or  2-in.  pipe.  State  size  tappings  wanted. 

42  HM  2383 —  6-in.  stroke.  Shpg.  wt.,  77  lbs.  $9. 1  5 
42  HM  2384—10-in.  stroke.  Shpg.  wt.,  83  lbs.  9.80 
Hand  Force  Pumps  (See  small  illustration) 

6-in.  stroke;  tapped  for  1-in.  pipe.  For  wells  up  to 
75  ft.  Plain  spout;  hose  clevis.  Revolving  type  cap. 


Catalog 

Size 

Shpg. 

With  Iron 

Brass-Lined 

Number 

Cylinder 

Wt. 

Cylinder 

Cylinder 

42  HM  2367 

2(4x10  in. 

79  lbs. 

$9.15 

$1 0.65 

42  HM  2368 

3  xlOin. 

80  lbs. 

9.45 

1  0.95 

42  HM  2369 

3*/£xl0  in. 

82  lbs. 

9.95 

11.65 

Hand 
Force 
Pump 
standard 
only.  1  (4  in. 

Shipping 
weight,  55 
pounds. 

42  HM  2362  $6.70 


All  Merchandise  on  this  page  shipped  from  BOSTON,  BINGHAMTON  or  ROCHESTER,  N.  Y.  Send  orders  to  BOSTON  only. 


SEARS  ®  PAGE  2893 


For  32-volt  D.C  motor  add  $2. SO;  for  25-cycle  motor  add  $2.00  extra.  Freight  charges  are  low, 
to  estimate  them  closely  See  Pages  998  and  999. 


NO  OTHER  PUMPS 


CAN  CLAIM  THESE  29 

1-COPPER-BEARING  STEEL  TANKS 


Features ! 


Include  Pipe  and 
Fittings  With  Your 
Easy  Payment 
Order  — See 
Page  1A 


Floor 

Size 

Over-all 

Tank 

Discharge 

Suction 

Shpg. 

Cash 

Space 

Motor 

Height 

Capacity 

Tapping 

Tapping 

W't.  Lbs. 

Price 

14x31  in. 

14-H.P. 

31  in. 

18  gals. 

94 -in. 

94 -in. 

138 

$38.95 

Floor 

Space 

Size 

Motor 

Over-all 

Height 

Tank 

Capacity 

Outlet 

Tapping 

Suction 

Tapping 

Shpg. 
Wt.  Lbs. 

Cash 

Price 

14x43  in. 

14-H.P. 

29  in. 

25  gal. 

94 -in. 

1  in. 

150 

$49.95 

For  32-volt  D.  C.  motor  add  $2.50  extra;  for  25-cycle  motor  add  $2.00  extra.  Freight 
charges  are  low,  to  estimate  them  closely  see  Pages  998  and  999. 


1.  Equipped  with  copper- 
bearing  steel  tanks. 

2.  Use  of  V-belt  with 

3.  Belt  tightener  adjust¬ 
ment  and 

4.  Pressed  steel  V-pulley 
makes  a  non-slip  posi¬ 
tive  drive. 

5.  Convenient  location  of 
oil  refill  cap  prevents 
spilling. 

G.  Hardened  and  ground 
drop-forged  shaft  for 
long  wear. 

7.  Long-wear  connecting 
rod. 

8.  Crosshead  has  extra 
large  bearing  surface 
for  easy  operation. 

9.  Splash  system  of  lubri¬ 
cation. 

Water  deflector-pre¬ 
vents  water  from  get¬ 
ting  into  crankcase. 
Brass  piston  rod  won’t 
rust. 

Easy-packstuffing  box. 


13. 

14. 

15. 

16. 
17. 


Phosphor  bronze 
springs  used  with 

Non-stick  rubber 
valves  on 

Brass  seats  make  for 
positive  operation. 

Valves  easily  acces¬ 
sible. 

Easily  removed  cad¬ 
mium  plated  priming 
plug  will  not  rust. 

Large  cast  air  chamber. 

Easy  access  to  piston 
assembly. 

Best  cup  leathers. 
Schrader  air  intake 
valve. 

Suction  strainer 
screen  protects  pump 
from  grit. 

Cleanout  plug. 
Seamless  brass  cylin¬ 
der  liner. 

Drain  opening  prevents 
water  collecting. 


10. 


23 


24 


11 


25 


12 


Only 

$4 

DOWN 


See  Page 
IA 


26.  Double  bearing 
cranksha  ft — assures 
longest  wear  and  q uiet- 
est  operation. 


27.  Relief  and  foot 
valves  included  at  no 
extra  cost. 

28.  Extra 
large  air 

|  chamber 

prevents 
HV,  |  pulsation 

hammer). 

29.  Air  vol¬ 
ume  con- 
t  r  o  I  and 
gauge 
standard 
equi  pment. 
Prevents 
water  log¬ 
ging. 


Costs  Only  Ic 
to  Pump  250 
Gallons  of  Water 


FULLY 


250  GALLONS  PER  HOUR  CAPACITY 


Economical,  automatic  and  equipped  with 
all  the  29  features  shown  above — this  pump 
solves  the  water  supply  problem  for  the  aver¬ 
age-size  family.  It  requires  no  attention;  the 
automatic  switch  feature  keeps  a  supply  of 
water  always  ready  at  average  city  water 
pressure.  Motor  can’t  burn  out  because  the 
switch  is  equipped  with  positive  thermal 
overload  protection. 

Long  life  and  efficient  operation  are  assured 
by  the  design  and  construction  features  shown 
above.  The  first  cost  is  practically  your 
only  cost. 

The  double  acting  reciprocating  pump  with 
brass-lined  cylinder  and  the  other  refinements 


shown  above  in  detail,  is  driven  by  a  14-H.P. 
condenser  type  motor  for  use  with  110-volt, 
60-cycle  A.C.  Motor  is  controlled  by  automatic 
two-pole  switch  which  starts  pump  at  25 
pounds  pressure  and  shuts  it  off  when  the  pres¬ 
sure  has  risen  to  45  pounds.  Dial  gauge  shows 
the  pressure  in  the  tank. 

Pump  has  a  vertical  lift  of  22  feet  and  can 
draw  water  horizontally  100  feet.  If  the  lift  is 
less  than  22  feet  the  draw  can  be  greater  than 
100  feet.  Complete  outfit  with  18-gallon  copper- 
bearing  steel  galvanized  tank,  air-volume  con¬ 
trol,  gauge,  foot  valve  and  relief  valve. 

42  HM  2283  — You  can  buy  now  on  Sears 
Easy  Payments,  See  Page  1A. 


STREAMLINED  Outside  for  Beauty 
STREAMLINED  Inside  for  Efficiency 


350-GALLON  PUMP 

MOUNTED  ON  BASE 

Pump  similar  to  one  described  above, 
but  mounted  on  a  sturdy  base  as  here 
shown,  and  including  14-H.P.  condenser 
type  motor  for  60-cycle.  110- volt,  A.C.. 
relief  valve,  and  automatic  switch.  Ship¬ 
ping  weight,  113  pounds.  CAA  A  IZ 

42  HM  2291  .  J40.4D 

Complete  outfit  consisting  of  42HM2291 
pump,  42-gallon  galvanized  tank,  air 
volume  control  and  gauge,  and  fittings 
between  tank  and  pump.  Recommended  for  those  installations  where  larger 
storage  capacity  is  required.  For  Easy  Payments  See  Page  1A.  ff/LO  "7  ^ 

42  HM  2292 — Shipping  weight,  220  pounds, . J 

PLUMBING  INSTRUCTION  BOOK] 

A  dependable  electric  pump  of  adequate  size  is  the 
foundation  of  a  complete  modern  plumbing  system. 
Why  not  install  plumbing  fixtures,  and  enjoy  the  full 
benefits  of  a  complete  water  supply  system? 

Our  engineering  staff  has  prepared  an  instruction 
booklet  which  shows  you  how  to  install  a  complete 
plumbing  system.  The  booklet  is  so  simple  to  under¬ 
stand  that  anybody  handy  with  ordinary  tools  can 
easily  follow  the  pictures  and  step-by-step  direc¬ 
tions.  White  Sears  Personal  Service  Department  for 
your  free  book.  Ask  forB11768H. 

Send  for  Bulletin  B7071H  showing  costs  of  pumping  water  by 
electricity .  Data  is  based  on  farmers’  actual  experiences. 


350  GALS.  PER  HR.  .25-GAL.  TANK 


Special! 


CASH 


•  Nowl  A  Streamlined  Pump.  Beauty  Com¬ 
bined  with  Greatest  Efficiency. 

e  Unfailingly  Automatic  in  Operation, 
e  Silent.  Mountings  Deeply  Cushioned  in  Live 
Rubber. 

•  Long-lived.  Fewer  Starts  and  Stops. 

•  Thermal  Overload  Absolutely  Protects  Motor 
from  Burning  Out. 

3  cents  a  day  or  less  for  electricity  and  have  all 
the  water  you  want!  Pump  will  deliver  350  gallons 
per  hour.  Silent  operation — mountings  deeply  cush¬ 
ioned  in  live  rubber.  To  the  25  features  shown  at  top 
of  page  add  the  4  perfected  improvements  pictured 
above  at  left.  No  wonder  the  Ever  Ready  compares  favorably  with  pumps 
costing  up  to  $75.  It’s  the  last  word  in  low  first  cost,  low  upkeep  cost,  depend¬ 
ability  and  modern  styling. 

The  pump  head  of  this  double-acting  reciprocating  pump  is  galvanized  inside  and 
out.  The  25-gallon  copper  bearing  steel  tank  is  hot  dipped  galvanized  inside  and 
out.  Air  volume  control  and  dial  gauge  included.  Feet  are  firmly  welded  to  bottom 
of  tank.  Condenser  type  14-H.P.  motor  controlled  by  automatic*  two-pole  switch 
with  thermal  overload  protection.  Pump  starts  when  pressure  drops  to  25 
lbs.  Stops  when  pressure  reaches  45  lbs.  Delivers  water  to  faucet  at  average  city 
pressure.  Lifts  water  22  ft.  vertically  and  draws  it  100  ft.  horizontally.  Complete 
as  illustrated.  Free  instructions  for  installation  and  operation.  Powerful  14-H.P. 
condenser  type  motor  for  110-volt,  60-cycle  A.C.  Shipping  points  given  below. 

42  HM  2290 — For  Easy  Payments  See  Page  1A. 


PAGE  894  «  SEARS 


See  Page  895 
for  Repair  Parts. 


SAVE  ON  FREIGHT 


All  merchandise  on  this  page  shipped  from  BOSTON,  BINGHAMTON, 
N.  Y.  or  ROCHESTER,  N.  Y.  Send  orders  to  BOSTON  only. 


500  GALS,  per  Hour 

‘64s5 


Cut 


to 


Delivers  500  gallons  an  hour.  We’ve 
built  it  for  extra  heavy  service.  Has  all 
the  special  features  shown  on  previous 
page — with  these  4  additional 
features: 

(1)  Fresh  water  valve  so  you 

can  get  cold  drinking  water 
direct  from  the  well. 

(2)  Double  cylinder  for  larger 
capacity  (see  small  illustration). 

(3)  No  danger  of  burning  out 
the  motor — switch  is  equipped 
with  thermal  overload  pro¬ 
tection. 

(4)  Water  end  galvanized  in¬ 
side  and  out — prevents  rusty 
water. 


And  here’s  what  it  all  adds  up  to:  an  extra  heavy  duty 
pump  with  a  total  of  33  extra  features  of  superior  construc¬ 
tion  and  design.  It  runs  quietly— no  gears  to  hum  or  wear 
out.  33-gallon  copper-bearing  steel  tank — hot  galvanized 
inside  and  outside.  Driven  by  a  14-H.P.  repulsion-induction 
motor  for  110  or  220- volt,  60-cycle  A.C.  The  whole  unit  is 
compact,  sturdy  and  simple  to  install.  Equipped  with  air 
volume  control,  gauge,  foot  and  relief  valves.  Tappings 
shown  in  table  below.  Add  $2.00  for  32-volt  D.C.  and  $4.50 
for  25-cycle  motors.  Shipped  from  Binghamton,  N.  Y.  Rochester,  N.  Y. 
or  Boston,  whichever  is  nearer.  Send  orders  to  Boston  only. 

42  HM  221  5 — For  Easy  Payments  See  Page  1A. 


Floor 

Ht., 

Cap.  Tank, 

Discharge 

Suction 

1  Shpg. 

Cash 

Space  In. 

In. 

Gallons 

Tapping 

Tapping 

Wt.Lbs. 

Price 

16x43 

31 

33 

%  in. 

1  !4  in. 

|  190 

$64.95 

42  HM  221  6— Pump  as  described  above, 
but  mounted  on  base.  Base  is  ruggedly  con¬ 
structed  of  heavy  channel  iron.  Cast  iron 
legs  have  holes  for  fastening  pump  securely 
to  the  floor.  Shipping  weight,  /L  I  c/"V 
145  pounds . JO  I  ■  Jv 


42  HM  2210 — Complete  outfit,  con¬ 
sisting  of  42  HM  2216  pump,  42-gallon  gal¬ 
vanized  tank,  air  volume  control,  gauge,  and 
fittings  between  tank  and  pump. 

Shipping  weight.  C7T  Ed 

255  pounds . J  1  I  .DU 


EVER  READY 
ROTARY  PUMP 

°to  $3|75 

250  GALLONS  PER  HOUR 

The  Sears  Rotary  Pump  Outfit — 
the  ideal  cistern  pump — stands  at 
the  head  of  the  list  for  dependable 
performance  and  long  service.  It 
has  positive  suction  lift  because 
the  hardened  bronze  spiral  gears 
mesh  so  perfectly.  It’s  quiet  in 
operation.  That's  because  of  the 
flexible  coupling  with  which  the 
pump  is  directly  connected  to  the 
motor.  Automatic  two-pole  pres¬ 
sure  switch  gives  unfailing  auto¬ 
matic  response  and  it’s  safe — it 
has  a  built-in  overload  release  to 
prevent  motor  burn-outs.  The  six- 
gallon  tank  is  heavily  galvanized 
and  is  10x18  inches.  The  motor  is 
14-H.P.  repulsion-induction  type. 
It  can  be  used  with  either  110  or 
220-volt,  60-cycle  A.C.  Suction  and  discharge  tappings,  J^-inch. 


We  recommend  using  a  suction  pipe  one 
size  larger  than  tapping.  Floor  space,  10x24 
in.  Height,  1814  in.  Vertical  lift,  22  ft., 
horizontal  draw,  100  ft.  Not  recommended 
for  sandy  wells.  All  parts  readily  accessible. 
Outfit  complete  as  pictured  including  motor, 
tank,  built-in  relief  _va]ve,  foot  valve  and 
strainer.  See  Page  914  for  pipe  and  fittings. 
Shipped  from  Binghamton,  N.  Y.,  Roches¬ 


ter,  N.  Y.,  or  Boston.  Send  orders  to 
Boston  only. 

Shipping  weight,  76  pounds,  f  O  I  "7  C 
42  HM  2279— Cash  Price.  JJ  I  .  /  D 

For  25-cycle  A.C.  motor,  add  $4.50;  for 
32-volt  D.C.  motor,  add  $1.00. 

For  Freight  Rates  See  Pages  998-999. 

For  Easy  Payments  See  Page  IA. 


Hercules 
Hydraulic  Rams 

The  cheapest  water  supply  system 
in  the  world  is  the  Hydraulic  Ram, 
but  you  must  have  certain  conditions 
before  a  ram  will  operate. 

Write  for  Ram  Circular  No.  B7429H 
which  gives  you  the  complete  story. 
Answer  all  the  questions  and  we’ll 
tell  you  what  a  complete  installation 
will  cost. 


Shallow  Well  Pump 
Repairs  at  Low  Cost! 


The  following  items  are  for  any  Sears  Ever 
Ready  250-gal.  Reciprocating  Pump  Outfits: 


Cat.  No.  |  Merchandise 

Wt.Oz. 

Price 

42  H  22  Set  of  4  Rubber  Valves. . 
42  H  74  Set  of  4  Valve  Springs. 

1 

32c 

1 

24c 

42  H  31  Upper  Gasket . Each 

1 

15c 

42  H  34  iLower  Gasket.  ....  .Each 

1 

15c 

42  H  46  Set  of  2  Piston  leathers 

1 

30c 

42  H  42  Set  of  Packing  for  Packing  Box 

t 

15c 

42  H  423  Packing  Box  or  End  Plug  Gasket 

1 

4c 

42  H  4S6  Discharge  Gland  Rubber.  Ea. 

2 

8c 

42  H  60 — Above  packing  set 

$1.20 

complete.  Shipping  weight,  8  oz.  . 

For  350-gallon  Sears  Ever  Ready  Recipro- 

eating  Pump  Outfits: 

42  H  22  Set  of  2  Upper  Valve  Rubbers 

i 

16c 

42  H  322  Set  of  2  Lower  Valve  Rubbers 

i 

16c 

42  H  74  Setof2  Discharge  ValveSprings 

i 

12c 

42  H  374  Set  of  2  Suction  Valve  Springs 

i 

48c 

42  H  634  Lower  Gasket . Each 

i 

15c 

42  H  466  Discharge  Gland  Rubber.  Ea. 

2 

8c 

42  H  446  Set  of  2  P  iston  Leathers  .  . 

1 

46c 

42  H  42  Set  of  Pack  ing  for  Packing  Box 

1 

15c 

42  H  423  Packing  Box  Gasket  . . 

1 

4c 

42  H  631  Upper  G  asket . Each 

1 

15c 

42  H  609'Crankcase  Plug  Gasket  Ea. 

1 

4c 

42  H  660 — Above  packing  set  tfl  £.r\ 

complete.  Shipping  weight,  9  oz. 

.  .  1  ■  f 

The  following  are  replacement  V  belts: 


Cat.  No.  |  For  Ever  Ready  Pumps 

Wt.  Oz. 

Each 

42  H  2108  42-2215 . 

3 

76c 

42  H  2109  42-2206-2283-2290. 

3 

76c 

We  can  also  furnish  repairs  for  any  pumps 
now  or  formerly  sold  by  Sears. 


NOTE  I 

Include 
pipe  and 
fittings  with 
your  pump 
order. 
Easy 

Payments 

available 

See 

Page  1A. 


COMBINATION 
TANK  AND 
AIR  CHAMBER 
-  PREVENTS 
AND 


Direct  Pressure  Pump  -price  cun 


With  this  pump,  a  penny  a  day  for 
electricity  gives  you  all  the  water  you 
need.  You  really  can’t  afford  to  pump 
water  by  hand  any  more. 

Here’s  a  pump  that  has  everything. 
And  to  you  that  means  low  price — low 
operating  cost — dependable  service,  pos¬ 
itive  automatic  operation,  compact  size, 
ease  of  installation.  It’s  our  direct  pres¬ 
sure  double-acting  reciprocating  unit. 

Delivers  250  gallons  per  hour.  The 
motor  is  14-H.P.  for  110-volt,  60-cycle 
A.C.,  equipped  with  overload  switch  to 
prevent  motor  burnouts.  Solidly  built 
of  heavy  cast  iron  with  cylinder  brass- 
lined  to  resist  rust  and  corrosion.  A 
most  compact  unit,  it  requires  no  storage 
tank;  and  the  combined  tank  and  air 
chamber  practically  does  away  with  pul¬ 
sations.  The  automatic  two-pole  pressure 
switch  starts  the  pump  when  a  faucet  is 
turned  on  in  the  house  and  stops  the 
pump  when  the  faucet  is  turned  off. 


Its  compactness  makes  it  easy  to  in¬ 
stall.  Requires  floor  space  of  only  23!£x 
12fi  in.,  and  is  23  in.  high.  Only  two  con¬ 
nections  are  necessary — suction  and  dis¬ 
charge,  and  both  are  %-in.  Requires 
little  attention;  the  splash  oil  lubricating 
system  keeps  it  safely  lubricated  for  long 
periods  of  time.  Automatic  air  volume 
control  prevents  water  logging.  Equipped 
with  pressure  relief  valve.  Vertical  lift, 
22  ft.  Horizontal  draw,  100  ft.  If  the 
lift  is  less  than  22  ft.,  the  draw  can  be 
more  than  100  ft.  Shpg.  wt..  103  lbs. 
Shipped  from  Binghamton,  N.  Y.,  Roches¬ 
ter,  N.  Y.  or  Boston.  Send  orders  to 
Boston  only.  For  Easy  Payments  See 

Page  1A.  COO  QQ 

42  HM  2206— Cash  Price  JZV. 70 

For  32-volt,  D.C.  motor  add  $3.00. 
For  25-cycle  motor,  add  $5.25. 

Remember,  you  can  always  get  repair 
parts  for  any  Sears  pump.  See  below. 


GASOLINE  DRIVEN  OUTFIT 

for  Homes  Without 
Electricity 


42  HM  223S 
PUMP  OUTFIT 
with  TANK  and 
FITTINGS 
(350  Gals.  Per  H  r. 


•  Air  cooled  4-cycle  engine. 

•  Easy  starting — no  kick-back. 

•  Safe,  spokeless  drive  wheel. 

PRICE  REDUCED!  Buy  Now!  Our 

regular  Ever  Ready  Reciprocating  Pump 
as  described  above  and  on  opposite  page. 
It  is  semi-automatic.  When  pressure  in 
tank  reaches  45  lbs.,  the  engine  stops 
automatically.  When  pressure  drops,  start 
engine  easily  by  stepping  on  foot  pedal. 
J4-H.P.  4-cycle  single  cylinder  engine 
pumps  5,000  gal.  on  1  gal.  of  gasoline. 
Splash  system  of  lubrication  minimizes 
wear  and  aids  in  cooling  motor. 

Mounted  on  heavy  channel  iron  base 
with  cast  iron  feet  which  may  be  bolted 
to  floor.  On  all  sizes  discharge  tapping 


is  %-in.  Suction  tappings:  250-gal. 
model,  %-in.;  350-gal.  model,  1  in.;  500- 
gal.  model,  1  !4  in.  Pump  and  engine 
dimensions  36x13x22  in.  high. 

Complete  outfit  consists  of:  pump, 
engine,  120-gal.  tank  tested  to  150  lbs. 
pressure  for  working  pressure  of  75  lbs.; 
circuit  breaker,  relief  valve,  combination 
water  and  pressure  gauge,  all  fittings 
between  tank  and  pump.  The  two  larger 
sizes  also  include  foot  valve  (see  small 
view).  Shipped  from  Binghamton  N.  Y.,  Rochester, 
N.  Y.  or  Boston.  Send  orders  to  Boston  only. 

When  electricity  becomes  available, 
engine  and  circuit  breaker  can  be  replaced 
with  motor  and  switch  at  reasonable 
cost.  Freight  rates  are  given  on  Page  998. 


Pump  Only  with  Gasoline  Engine 

Complete  Outfit 

Catalog 

Cap.  Per 

Shpg. 

Cash 

Catalog 

Shpg. 

Cash 

Number 

Hr.,  Gals. 

Wt.,  Lbs. 

Price 

Number 

Wt..  Lbs. 

Price 

42  HM  2276 

250 

145 

$49.95 

42  HM  2293 

370 

$77.75 

42  HM  2277 

350 

150 

63.50 

42  HM  2295 

375 

91  .5 

iO 

42  HM  2278 

500 

170 

86.75 

42  HM  2297 

395 

1  1  4.£ 

>o 

MOTE*  The  gasoline  driven  pumps  are  similar  to  electric  systems,  shown  above 
I  E,  atKj  on  0pp0Site  page.  42  HM  2276  similar  to  42  HM  2206;  42  HM  2277 
similar  to  42  HM  2290;  42  HM  2278  similar  to  42  HM  2215. 
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SAVE  FREIGHT  — SEARS  PUMPS  ARE  SHIPPED  FROM  Send^our  orders'*©  BOSTON 


Auto¬ 

matic 

Switch 


Check 

Valve 


•  For  wells  to  85  ft. 
deep.  Starts  quick 
—  any  weather. 

•  Pumps  210  gallons 
per  hour. 

•  Quietest  operating 
deep  well  pump 
made. 

•  Has  no  gears. 

•  Timken  Rol  ler 
Crankshaft  bear¬ 
ings. 

•  Precision  ball 
bearings  on  con¬ 
necting  rod. 

•  All  bearingssealed 
in  grease  —  never 
require  oiling. 

•  Quiet  double  V- 
belt  drive. 

•  Hinged  motor 
mounting  keeps 
belt  tight. 


START  YOUR  OWN  BETTER  HOUSING  PROGRAM  HERE!  BIG  SAVINGS! 


CUT  TO 


*49 


95 


For  Wells  to  85  Ft.  Deep 
Low  First  Cost  and 
Economical  to  Operate 

If  you're  going  to  electrify  your  farm,  the  one  investment 
that  vyill  give  you  greatest  returns  is  an  Automatic  Water  Sys¬ 
tem.  If  you  have  a  deep  well  this  is  the  most  economical  pump 
to  own  and  operate.  Costs  an  average  of  about  )4c  for  elec¬ 
tricity  to  pump  210  gallons  water  per  hour.  Why  tussle  with  a 
pump  handle  or  wait  for  a  windmill  when  running  water  may  be 
available  at  such  low  cost?  This  new  pump  is  simple,  compact, 
quiet.  Note  4  built-in  features  described  at  left.  These  are 
sold  as  extras  with  other  types  of  deep  well  pumps.  Pump  has 
few  working  parts.  Very  simple  to  install. 

Built  extra  strong  of  cast  iron  with  all  parts  readily  ac¬ 
cessible.  The  sucker  rod  can  be  removed  without  disturbing 
drop  pipe  or  electrical  connections.  It's  quiet,  too.  No  gears 
to  clash  for  none  are  used.  It  is  driven  by  a  silent  double  “V”- 
belt.  All  crankshaft  bearings  are  Timken  Rollers. 

Constant  air  pressure  by  air  pump.  Flywheel  is  drilled  for 
handle  so  that  in  case  of  power  shutdown  you  can  pump  by  hand. 

HEAD  ONLY  42  HM  2272—  Head  only,  including 

■  vl,kl  )4 -H.P.  repulsion-induction  motor  for  110 

or  220-volt,  60-cycle  A.  C.,  switch,  air  chamber,  relief  valve  and 
built-in  positive  check  valve.  For  wells  with  maximum  depth 
of  85  ft.  and  for  use  with  1  ’546-inch  cylinder.  Not  recom¬ 
mended  for  use  with  larger  cylinders.  Suction  tapping  2- 
in.;  discharge  tapping  %-in.  Shpg.  wt„  135  lbs.  &  A  C\  AC 
For  Easy  Payments  See  Page  1A .  J 


Extra  V-type  Drive  Belt  for  Above 

42  H  21  03 — Shipping  weight,  6  ounces.  Each. 


$1.62 


Direct 

Pressure 

Outfit 

No  tank 


Entirely 

Automatic 


needed! 

Includes: 

42HM2272 
pump,  44 
ft.  2  -  i  n. 
galv.  copper-bearing 
pipe,  44  ft.  1 14-in. 
wood  pump  rod,  l’M6- 
in.  brass  cylinder  (see 
42  H  2323  on  page  893). 
210  gal.  per  hour.  Wt, 

42H  M 2273 $  77.95 


Drop  pipe, 
rod  and 
cylinder 
included. 


Complete 
Outfit  With 
42-Gallon 
Storage  Tank 

Outfit 
complete 
as  shown 
above,  i  n- 
eluding  all  materials  in 
42  HM  2273  together 
with  42-gal.  galvanized 
tank,  air  volume  con¬ 
trol,  and  fittings  be¬ 
tween  tank  and  pump. 

42HM22b64$94.75 

Special  Equipment  for  Above  Outfits 

For  32-volt  D.C.  motor,  add  $2.00.  For  25-cycle 
motor,  add  $4.50.  If  J4-H.P.  4-cycle  gasoline  en¬ 
gine  is  wanted  in  place  of  motor,  add  $20.00.  For 
gasoline  powered  outfit,  use  tank  of  120-gal.  cap. 
or  larger.  Add  for  additional  pipe  and  rod  41c  per 
ft.  Freight  rates  on  Page  998. 


Relief 

Valve 


Complete 
for  50-ft. 
Wells 


Complete 
for  50-ft. 
Wells 


Switch 


Air 

Chamber 


Relief 

Valve 


;ee  Page  1  A, 


DEEP  WELL  PUMPS 
FOR  HEAVY  DUTYl 


$ 


cur  to  Automatic! 

n  ■  f\r  If  your  well 
is  very  deep 
I  lllvv  — if  you  need 
I  ■  8s  a  lot  of  wa- 

I  I  HM225S  you7hpeumpS 

Heavy,  rugged,  cast  iron  with  ma¬ 
chine  cut  gears  that  run  noiselessly 
in  oil  with  all  working  parts  en¬ 
closed  in  a  dustproof  housing.  The 
silent  motor  drives  the  pump  with 
a  non-slip  belt.  All  bearings  are 
oversize  and  all  points  of  greatest 
wear  made  of  alloy  steel.  Slow 
speed  for  longer  wear.  Operates  at 
50  strokes  per  minute.  Renewal 
parts  for  Sears  pumps  are  always 
available. 


Air  Chamber.  As  supplied  witli 
complete  outfits  includes  built-in 
drinking  valve  and  positive  check 
valve  as  well  as  tappings  for  relief 
valve,  switch,  and  fresh  water  line. 
Two-pole  automatic  switch  fur¬ 
nished  with  complete  outfits. 
Deep  well  air  volume  control  fur¬ 
nished  with  outfits  keeps  proper 
ratio  of  air  and  water  in  tank. 

Cylinders.  1’546-in.  cylinder  re¬ 
quires  a  3-in.  casing;  2’4-in.  cylin¬ 
der  a  3 Hi -in.  casing,  and  2% -in. 
cylinder  a  4)4 -in.  casing. 


Tappings.  Tapped  for  3-in.  drop  pipe 
and  114 -in.  discharge.  lYe-'m.  wood  rod. 
Relief  valve  supplied. 

Motors:  Prices  include  110  or  220-volt 
60-cycle  A.C.  1-phase  repulsion-induction 
motors.  Add  $3.50  for  J4-H.P.,  32-volt 


D.C.  motor  (%-H.P.D.C.  motors  not  sup¬ 
plied).  Add  $4.50  for  J4-H.P.  25-cycle  mo¬ 
tors,  $6.00  for  %- H.P.  25-cycle.  Add  $3.95 
for  Frostproof  Set  Length. 

Important.  Motor  sizes  based  on  40-lb. 
maximum  tank  pressure. 


Catalog 

Number 

Motor 

Size 

Depth 

Wells, 

Feet 

Cylinder 

Size, 

Inches 

Pipe 

Size, 

In. 

Tank 

Size, 

Gal. 

Gals. 

Per 

Hour 

Outfit 
for  Depth 
Well,  Ft. 

Add  for  each 
additional  ft.  or 
subtract  for  ea. 
ft.  not  needed 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

42HM2259 

!4  H.P. 

50  to  135 

I'M* 

2 

42 

200 

50 

41c 

520 

$119.95 

42HM2265 

34  H.P. 

59  to  140 

2!4 

m 

82 

300 

50 

54  c 

650 

148.50 

42HM2271 

%  H.P. 

65 

2% 

3 

120 

450 

65 

66c 

880 

168.25 

Amount  of  pipe  and  pump  rod  furnished 
with  above  outfits  is  8  ft.  less  than  depth  of 
well  given  to  allow  for  pump  cylinder  and  pit, 
or  frostproof  set  length. 

If  wanted  with  J4-H.P.  4-cycle  engine  in 


42  HM  2241 
Pump  only,  with  Vi-H.P. 
motor  mounted. 

Shipping  weight, 

219  pounds. 


‘  X2-X1.X. 

«7045 


42  HM  2242 

Pump  only,  with  %-H.P. 
motor  mounted. 

Shipping  weight. 

241  pounds. 


place  of  J4-H.P.  electric  motor  add  $10.00; 
for  1-H.P.  4-cycle  engine  in  place  of  %  -H.P. 
electric  motor  add  $25.00.  We  suggest  pur¬ 
chase  of  120-gallon  tank  or  larger  with  all 
gasoline  engine  driven  water  outfits. 


$7775 


42  H  2104 

Extra  V-type  Drive  Belt 

for  above.  Ship-  a  jo 
ping  weight,  5l  0 

6  ounce* 


Cat.  No. 

Capacity 

Size,  In. 

Shpg.  Wt. 

Cash  Price 

42  HM  2490 
42  HM  2491 
42  HM  2492 
42  HM  2494 
42  HM  2496 

42  gal. 

82  gal. 
120  gal. 
220  gal. 
315  gal. 

16x48 

20x60 

24x60 

30x72 

36x72 

95  lbs. 
158  lbs. 
210  lbs. 
407  lbs. 
498  lbs. 

$1 0.45 
20.45 

26.50 

49.50 
69.95 

Pipes  and  fittings  may  be  included  in 
your  Easy  Payment  Order— See  Page  1A. 


GALVANIZED  STEEL  TANKS 

FOR  PRESSURE  WATER  SYSTEMS 

•  Electrically  welded  heavy  gauge 
steel.  Heavily  galvanized  Inside  and 
^2  out  hot"41p  process. 

qal’  •  Tops  and  bottoms  made  of  extra 
heavy  gauge  metal. 

•  Deep,  clean  threads  make  airtight  connections. 

•  Tested  under  a  hydrostatic  pressure  of  150  lbs., 
guaranteed  for  a  working  pressure  of  75  lbs. 

Tanks  are  tapped  for  nearly  any  installation  you  might 
want  to  fit  them  into.  Inlet  and  outlet  tappings  are  114- 
inch.  There  are  also  two  Vi -inch  tappings  for  a  water 
gauge  and  a  114-inch  air  volume  control  tapping.  .Water 
and  air  volume  control  not  included.  One  114 -inch 
two  14 -inch  plugs  furnished  for  side  tappings,  (plug  on 
top  not  removable).  Shipped  from  Boston  or  Bingham¬ 
ton.  Send  orders  to  Boston. 


Air 

Volume 

Control 


WATER  SYSTEM  ACCESSORIES 


(A)  Air  Chamber.  Absorbs  pul¬ 
sation.  Has  built-in  check  valve. 
Tapped  for  relief  valve,  switch 
and  fresh  water  line.  lJ4-in. 
thread.  Shipping  weight, 
15  pounds.  A  OK 

42  H  2350  J4.yD 

(B)  Automatic  2-Pole  Pressure  Switch. 
Maintains  20-40  lbs.  14 -in.  tapping.  fA  IQ 

42  H  2351  — Shpg.  wt.,  3  lbs ...  .  I  7 

(C)  Pressure  Gauge.  Records  0  to  100  lbs. 

2-in.  face.  14 -in.  thread.  CQ. 

42  H  8972— Shpg.  wt.,  12  oz . J7C 

(D)  Automatic  Air  Control.  For  deep  wells. 

42  H  8970— Shpg.  wt.,  4  lbs . $2.39 

For  shallow  wells  with  36-in.  copper  tubing. 

42  H  8973 — Shpg.  wt.,  4 lbs . $2.49 


©Water  Gauge. 

Rough  nickeled 
brass.  %-in.  glass. 
Steel  rods.  Check 
valves  prevent  escape 
of  water  if  glass  is 
broken.  )4-in.  threads. 
Shpg.  wt.,  2  lbs.  10  oz. 
42H8955  State  size 

12-inch . $1,19 

14-inch  1  .29 

©Relief  Valve.  Set 
at  50  lbs.  for  maxi¬ 
mum  efficiency  with  ab¬ 
solute  safety.  14 -in.  in¬ 
let;  14 -in.  outlet.  Ship¬ 
ping  wt.,  8  oz.ff  |  y(Q 

42H8971-.JI.4y 


Hand  Power  Water  System 


ALL  MERCHANDISE  ON  THIS  PAGE,  UNLESS  OTHERWISE  STATED,  SHIPPED 
FROM  BOSTON,  ROCHESTER  OR  BINGHAMTON,  N.Y.  SEND  ORDERS  TO  BOSTON  ONLYJ 


We  can  supply  you  with  Repair  Parts 
tor  any  Sears  Pump.  Simply  write  us,  men¬ 
tioning  t  he  part,  and  we’ll  quote  you  prices. 


ALL  BRASS 
CELLAR  DRAINER 

Upper  ball  bearing  is  sealed.  Oilless 
bronze,  lower  bearing.  Enclosed  switch. 
No  motor  burnouts.  Centrifugal  pump 
with  open  brass  impeller.  Casing,  base, 
screen,  shaft  and  pump  standard,  all 
brass  or  bronze.  Has  10-ft.  rubber  cov¬ 
ered  extension  cord.  Tapped  for  114 -in. 
discharge  pipe.  Cast  iron  floor  plate  fits 
20-in.  tile.  Height,  40  in.:  12-in.  brass 
base.  Cap.  per  hour:  2400-gal.  at  5-ft. 
head;  1900  at  10-ft.;  1400  at  15-ft.  14- 
H.P.  repulsion-induction  motor.  For  110 
or  120-volt,  60-cycle  A.  C.  only. 


Cat.  No. 

Floor  Plate 

Shpg.  Wt. 

Cash 

42HM2222 

23)4  in. 

115  lbs. 

$45.50 

42HM2223 

No  Plate 

75  lbs. 

43.50 

New  Low  Cost  Cellar  Drainer 


Similar  to  42  HM  2222  except  pipe 
stand  and  base  are  galvanized  instead  of 
brass.  Ht.,  36  in.  j4-H.P.  induction  mo- 
tor,  for  110-volt.  60-cycle  A.  C.  only.  " 


Cat.  No.  1 

Floor  Plate 

Shpg.  Wt. 

Cash 

42HM2220 

42HM2221 

23)4  in. 
No  Plate 

110  lbs. 
70  lbs. 

$31.95 

29.95 

42  HM  2221 

$2995 


TANK  PUMP 
PRICE  CUT! 

Pumps  1500  gallons  an  hour 
at  30  strokes  a  minute — maxi¬ 
mum  pressure  50  lbs. — vertical 
lift,  20  ft.  Double  acting  cylin¬ 
der  5-in.  diameter;  5-in.  stroke 
(giving  greater  capacity  than 
the  usual  3)4-in.  stroke);  brass 
valve  seats.  42-in.  handle.  2-in. 
suction  and  discharge.  2-in. 
hose  nipple  for  suction,  and  2 
hose  clamps.  Swinging  dis¬ 
charge  with  1-in.  hose  clevis, 
and  nozzle.  Used  for  thresher 
tanks,  to  empty  ditches,  cess¬ 
pools,  etc.  Shipping  weight,  75 
pounds.  Shipped  from  Boston  | 
or  Binghamton.  ♦  1  «  1  c 
42HM2366  .iU.IJ, 
5-In.  Plunger  Leathers 
42  H  2307— Shpg.  70  I 
wt.,  per  pair,  1  lb.  2  for.  /  TCJ 


Pumps  385  gallons 
an  hour  by  hand  at  30 
strokes  per  minute. 
Operates  easily  be¬ 
cause  the  ratchet 
construction  keeps  the 
rod  in  perfect  align¬ 
ment  and  the  34-in. 
handle  gives  plenty  of 
leverage.  Pumps  from 
shallow  wells,  springs, 
lakes,  streams  or  cis¬ 
terns.  20-ft.  lift  with 
horizontal  draw  up  to 
200  ft.  Forces  water 
vertically  up  to  115  ft. 
Brass  cased  piston  rod. 
Double  acting  force 
pump  has  3-in.  brass- 
lined  cylinder  with  5- 
in.  stroke.  1J4 -in.  suc¬ 
tion,  1-in.  discharge.  Brass  air  attachment  forces  air 
into  tank  through  water  line.  Shipping  weight, 
70  pounds.  I  A  1C 

42  HM  2388 — Pump  only . J  I  4  .  I  D 

Prices  below  are  for  complete  pneumatic  water 
systems,  with  galvanized  tank,  pump  and  all  neces- 
sary  valves,  gauges  and  fittings,  to  tank, 


Catalog 

Number 

Tank 

Size,  In. 

Cap. 

Gal. 

Shpg. 
Wt..  Lbs. 

42  HM  2356 

24x60 

120 

300 

42  HM  2357 

30x72 

220 

515 

42  HM  2358 

36x72 

315 

610 

Cash 

Price 


$45.25 

65.90 

87.50 


FREE 


CONSULTING  SERVICE!  .  .  .  . 

OUR  CONSULTANTS  WILL  GLADLY  SOLVE  YOUR 
PUMP  PROBLEMS— WRITE  FOR  FORM  NO.  B  6558  H. 


42  HM  2222 

JIIL  SO 


HERCULES  Centrifugal  Pumps 

•  Pumps  clear,  sandy  or 
muddy  water, any  liquids. 

•  20  ft.  direct  left  or  15  ft. 
vertical  lift  with  hori¬ 
zontal  suction. 

•  Operates  against  a  total 
head  of  65  ft. 

•  Perfect  shaft  alignment 
means  longer  life. 

•  Pedestal  bearing  auto¬ 
matically  oiled  with  ring 
oilers.  Easy  to  install. 

•  Bronze  bearings.  Stuffing 
box  is  extra  long. 

•  Smooth  faced  pulley 
perfectly  balanced. 


Here  is  a  heavy  duty  centrifugal 
pump  built  extra  strong  to  stand  the 
toughest,  hardest  kind  of  pumping  jobs 
— like  irrigation,  draining  ditches,  sew¬ 
ers,  filling  overhead  tanks — any  pump 
job  where  you  must  move  a  large 
amount  of  water  against  a  low  head 
quickly  at  lowest  possible  cost.  Pumps 
with  21^-inch  suction  or  less  have  open¬ 
ings  tapped  as  shown.  Largest  size  equip¬ 
ped  with  companion  flanges  for  suction 
and  discharge  openings.  Centrifugal 
pumps  are  not  recommended  for  house¬ 
hold  pumping  and  are  not  self  priming. 

IMPORTANT:  When  ordering,  state 
(1)  H.P .  and  type  of  motor  or  engine  to 
be  used.  (2)  Its  speed.  (3)  Diameter  of 
pulley.  (4)  Length  of  horizontal  and 
vertical  suction  and  (5)  Length  of  dis¬ 
charge  pipe.  If  you  need  a  larger  pump 
write  for  prices. 
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In. 

C/1 

% 

Price 

42HM2329 

% 

1856 

5-  20 

1 

% 

334 

3 

40 

$12775 

42HM2330 

1 

1836 

20-  35 

m 

1 

3% 

3 

45 

13.35 

42HM2332 

1A-2A 

18X8 

40-  80 

2 

1/2 

4 

4 

65 

24.75 

42HM2333 

3-4 

1660 

100-160 

2  A 

2 

4 

4 

85 

28.35 

42HM2334 

5-7 

1468 

180-260 

3 

2A 

6 

6 

175 

51.15 

New  Scientific  Construction  for  Extra  Heavy  Service  .  .  .  . 
450  to  600  Gallons  Per  Hour 


Two  bearing  crankshaft.  Slow  speed  (longer 
life)  pump  action.  Automatic  switch  with  thermal 
overload  protection.  Repulsion-induction  type 
motor  for  110  or  220-volt,  50  or  60-cycle  A.C. 
All  operating  parts  run  in  oil.  Brass  lined  cylin¬ 
der.  “V”  belt.  Cast  iron  grooved  pulley.  Bal¬ 
anced  weight  ends  vibration.  Extra  large  air 
chamber  prevents  pulsation.  Horizontal  draw, 
100  ft.;  vertical  lift,  22  ft.  1  !4-in.  suction  tapping; 
1-in.  discharge  tapping.  Length,  35  >A  in.;  height, 
25  y2  in.;  width,  12  y2  in. 


42  HM  2208 — 450-gallon  per  hour  pump 
only  with  </3  H.P.  motor,  switch  set  to  start  at 
25  and  stop  at  45  lbs.,  and  relief  valve.  n  nr 

Shpg.  wt.,  190  lbs . 568.95 

4  2  HM  2  2  09 — Complete  outfit  as  shown  at 
right  including  42  HM  2208  pump,  fittings  be¬ 
tween  pump  and  tank,  42-gal.  galvanized  vertical 
tank,  air  volume  control  and  gauge.  r\r- 

Shipping  wt.,  295  lbs .  583.95 

4  2  HM  22  1  7 — 450-gallon  per  hour  pump 
only  with  y2- H.P.  motor,  switch  set  for  50  to  70 
lbs.  pressure;  relief  valve  set  at  85  lbs.  <t.0~ 
pressure.  Shpg.  wt.,  210  lbs .  583.5U 

42  HM  2  2  2  4 — 600-gallons  per  hour.  Pump 
only  with  J4-H.P.  motor,  switch  set  25  lbs.  mini¬ 
mum,  45  lbs.  maximum,  and  relief  r\  r 

valve.  Shipping  wt.,  210  lbs .  5  79.95 

4  2  HM  2  2  30 — Complete  outfit  including 
42  HM  2224  pump,  fittings  between  pump  and 
tank,  42-gal.  galvanized  vertical  tank,  air  volume 
control  and  gauge.  Shipping  — 

weight,  315  lbs . 594.95 

For  Easy  Payments,  see  Page  1A.  Freight 
charges  are  given  on  Pages  998-999. 


Include  Pipe  and  Fittings  - 
With  Your  Easy  Payment  Order 
See  Page  1A. 


Acme  Rotary  Force  Pump 

$  1 

■  Per  Min. 

•  Lifts  water  20  ft.  ver¬ 
tically,  forces  It  to 
150  ft.  elevation. 

•  Perfectly  meshed 
bronze  spiral  gears 
(see  A)  for  quietest 
operation — housed 
In  heavy  cast  iron. 

Easy  to  remove. 

•  Tight  and  loose  pul¬ 
leys  with  stand  bolt¬ 
ed  to  heavy  iron  base. 

Delivers  maximum  amount  of  water  at  minimum  cost.  Forces 

water  200  ft.  horizontally  where  lift  is  not  over  15  ft.  and  speed 
200  R.P.M.  At  this  speed  it  will  force  water  to  an  elevated  tank 
110  ft.  above  pump  or  throw  a  solid  stream  20  ft.  for  sprinkling  or 
fire  protection.  For  forcing  large  quantities  of  water  to  overhead 
tanks.  Develops  positive  constant  pressure  which  is  desirable 
for  sprinkling  or  fire  protection.  Not  recommended  for  use  with 
sandy  water.  Can  be  belted  to  an  engine  or  tractor  having  a  speed 
of  500  R.P.M.  with  a  4-in.  pulley  giving  a  speed  of  200  R.P.M. 
Cannot  be  belted  to  an  electric  motor  without  changing  pulley 
sizes.  Pump  parts  are  always  available. 

42  HM  2345  — For  Easy  Payments,  see  Page  1A.  State  size. 


Gal.  Per  Min. 
at200  R.P.M. 

H.P. 

Pipe  Size 
Inches 
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22 

1 

VA 

1A 

10x3 

85 

$1 5.20 

38 

l</2 

1/2 

1/2 

10x3 

105 

21.30 

Wash  Days  Made  Easy 

A  permanent  investment  in  ■■  m 

easier  wash  days.  Sears  laundry 

tubs  are  superior  because  they  are  «pHn  * 

made  of  reinforced,  waterproofed  -hAs 

concrete.  No  seams,  no  joints.  H  shown 

Each  tub,  24x24x14  in.  deep.  Rigid 
stand  is  made  of  heavy  angle  iron.  Easy  to  fasten  wringer 
on  heavy  concrete  edge  or  dividing  wall  of  tub  which  is 
protected  with  a  galvanized  metal  rim.  All  brass  faucet 
has  unions  and  an  adjustable  bracket  that  clamps  on 
tub.  Strainers,  bolts  and  trap  collar  for  l‘/2-in.  trap 
included.  Shipped  from  Boston,  Springfield,  Mass.,  or 
Kingston,  N.  Y.  Send  orders  to  Boston  only. 

42  HM  4072 — Tub  complete  (as  illustrated)  with 
trap  to  wall,  faucet,  stand.  i  a  /a 

Shpg.  wt.,  375  lbs . I  U.OY 

42  HM  4071— Tub  only,  less  trap,  stand  /L  Qr 

and  faucet.  Shpg.  wt.,  353  lbs . 0,7  J 

If  stand  is  wanted  add  $1.25. 

(A)  Brass  Laundry  Tub  Mixing  Faucet.  Spout  threaded 

for  standard  hose  connection.  Dull  nickel  plated.  Renew¬ 
able  bronze  seats.  Quick  compression  type.  y2-in.  union 
connections  and  adjustable  bracket.  1 1  aa 

42  H  1  633 — Shipping  wt.,  4  lbs.  8  oz .  4  I  ,70 

(B)  42  H  1  583 — Funnel  Connection.  I  -j 

Shipping  weight,  10  ounces .  I  /C 

(C)  42  H  1581 — Cast  Iron  Laundry  Tub  “P”  Traps, 

lj^-in.  male  thread  inlet  with  iy2-in.  female  out-  AO 
let.  Shipping  weight,  5  pounds . OVC 

(D)  42  H  1  620 — Soap  dish  for  above  faucet.  A 

Shipping  weight,  12  ounces .  ZtC 

Freight  charges  are  given  on  Pages  998-999. 


AN  ADDED  CONVENIENCE 

Laundry  tub  with  rust¬ 
less  metal  built-in  wash¬ 
board.  Otherwise  same  as 
42  HM  4072. 

Shpg.  wt.,  375  lbs. 
42HM4062-Complete.SU.49 
Same,  less  trap,  stand 
and  faucet.  Shpg.  wt.,353  lbs. 

42  HM  4061  $7.75 


SEARS  METAL  WALL  TILE 

Hi-Bake  Porcelain  Enameled 


Tile 


Border  Stripe 


Extended  Base 


Regular  Base 


Outside  Corner  Beads 


Modernize  bathroom  and  kitchen  with  Sears  Metal 
Wall  Tile,  made  of  heavy  gauge,  flexible,  non-corrosive 
metal.  Has  all  desirable  features  of  clay  tile,  but  easier 
to  install  and  prices  are  about  A.  Each  piece  is  414x4)4 
inches. 

The  highly  polished  surface  is  baked-on  enamel,  ex¬ 
actly  resembling  clay  tile.  It  cleans  easily  with  soap  and 
water  and  will  not  chip  or  craze.  Sanitary,  moisture- 
proof,  vermin-proof.  Not  affected  by  grease,  steam, 
cold  or  heat.  Instructions  for  its  application  are  fur¬ 
nished.  Easily  applied  over  any  smooth,  dry  wall  with 
a  moisture-proof  cement. 

SKETCH  REQUIRED  WITH  YOUR  ORDER.  If 

you  prefer  to  estimate  your  own  requirements,  simply 
multiply  the  number  of  feet  around  room  by  height  to 
be  tiled.  For  example,  distance  around  room  is  twenty 
feet.  Wall  to  be  covered  is  to  a  point  five  feet  from 
floor.  You  then  multiply  twenty  by  five  which  gives  you 
one  hundred  gross  square  feet.  Deduct  actual  square 
footage  taken  up  by  windows,  doors,  built-in  bathtub, 
cabinets,  etc.  It  is  necessary  that  a  sketch,  as  de¬ 
scribed  below,  accompany  your  order  when  you 


estimate  your  requirements  so  we  can  make 
certain  that  your  shipment  includes  all 
you  require. 

FREE  ESTIMATES.  We  will  make  up  a  list  of 
materials  and  mail  it  to  you  with  instructions  for 
installation  if  you  wish  to  procure  it  with  our  price 
before  ordering.  To  procure  this  list,  send  us  a  sketch 
showing  floor  plan,  outline  of  walls  of  the  room  and 
height  you  want  tiled,  location  of  bathtub  and  type; 
(that  is,  leg,  corner,  or  recessed  tub);  sizes  and  height 
of  windows  and  doors;  if  regular  or  extended  base  is 
wanted — and  we  will  estimate  cost  for  you  including 
tile,  border  cap,  border  strips,  corner  beads,  metal 
base  and  mastic  cement.  Address  request  for  Free 
Estimate  to  Personal  Service  Dept. 

CHOICE  OF  4  COLORS.  Metal  Wall  Tile  is 
offered  in  four  charming  colors:  Green,  Peach,  Ivory 
or  Black.  When  ordering,  state  color  wanted.  The 
square  foot  price  includes  necessary  base,  cap,  stripe, 
eorriers  and  mastic  cement.  Shipped  from  factory  near 
New  York,  N.  Y.  Shpg.  wt.,  1  lb.  8  oz.  per  sq.  ft.  9  Q 
42  H  1026  — Per  square  foot . J7C 


Merchandise  on  this  page 


unless  otherwise  stated,  shipped  from  BOSTON,  MASS.,  BINGHAMTON, 
or  ROCHESTER,  N.  Y.  Send  orders  to  BOSTON  only. 
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METAL 


TIME  TO  BUILD! .  MODERNIZE 


DAY  54  and  60-INCH 


*44- 1 

Fittings  to  Wall 

Formerly 


Modern  ize 

Your 

Kitchen. 

Easy 

Terms 

Available. 

See  Page 

1A. 


Use  of  Spray  and  Faucet 


All  the  Features  Every 
Housewife  Wants  at  a  Price 
Anyone  Can  Afford! 

Nowhere  but  at  Sears  can  you  find  such  a  cabinet 
sink — with  so  many  features — at  so  low  a  price! 
The  NU-DAY  is  a  most  efficient  and  beautiful 
unit  in  the  modern  planned  kitchen.  The  NU-DAY 
is  more  than  just  a  sink.  Following  the  recommen¬ 
dations  of  all  leading  kitchen  planners  and  home 
economists,  it  is  a  complete  kitchen  "center.”  It 
provides  working  surface  and  storage  space  with 
a  highly  efficient  cleansing  area. 

America’s  only  54-inch  double  drainboard  sink 
provides  adequate  "wet  surface"  area  for  washing 
dishes  and  cleaning  vegetables,  fruits  and  meats. 
Two  20x22-in.  drainboards  grooved  to  keep  dishes 
and  pans  from  sliding,  and  sloped  to  prevent  water 
from  surging  over.  Sink  basin  is  large  and  deep, 
equipped  with  a  basket  strainer,  and  a  swinging 
spout  enabling  you  to  fill  large  pails  with  ease. 

Sink  is  made  of  a  single  piece  of  rust-resisting 
Enamelite  metal  into  which  the  famous  Aristocrat 
Acid-Resisting  Enamel  is  fused  at  volcanic  heat. 
The  union  of  enamel  and  base  is  positive  and  per¬ 
manent.  With  ordinary  usage  the  finish  can’t 
crack,  craze,  check  or  grow  dull.  You  can  safely 
spill  household  acids  on  this  sink  without  impairing 
its  glistening  surface. 

Sink  and  Cabinet  Combination 

Complete  with  Fittings 


Size,  In. 

Shpg.  Wt. 
248  lbs. 
275  lbs. 

42HM6290 — To  Wall 

42HM6291— To  Floor 

54x24 

60x24 

$44.45 

49.50 

$45.1  5 

51  .20 

Ample  Storage  Space 


Basket 

Strainer 

No  more  clogged 
drains;  no  more 
chasing  crumbs, 
tea  leaves,  etc. 
Basket  strainer 
collects  all  bits  of 
waste.  Stopper 
makes  dish- wash¬ 
ing  easier. 


A  push  button  diverts  the  flow  of  water  to  either  spray  or 
faucet.  The  spray  has  48-inch  rubber  hose  which  easily  pulls  out, 
permitting  you  to  spray  the  dishes  with  clear  hot  water.  Spray 
is  handy  for  rinsing  down  the  basin,  too,  and  for  washing  vege¬ 
tables.  The  goose-neck  swinging  faucet  can  be  turned  to  any 
angle  convenient  to  the  task  in  hand.  The  distance  of  14  inches 
from  top  of  swivel  to  bottom  of  basin  gives  plenty  of  clearance 
for  pails  and  kettles. 

NOTE — the  handy  shelf,  3'/z  inches  wide,  for  draining  glassware 
(Aj,  the  built-in  soap  dish,  the  easy  turning  valves.  The  NU-DAY 
fits  under  average  window  (B).  Height  of  back,  5'/z  inches.  Height 
from  rim  of  sink  to  top  of  spray,  8/2  inches.  Height  from  floor 
to  top  of  spray,  43J4  inches.  Freight  charges  are  given  on  Page  998. 


Nearly  every  kitchen  job  centers  around  the  sink.  And  the 
NU-DAY  is  designed  with  that  fact  in  mind.  Planned  arrange¬ 
ment  of  the  drawers  and  compartments  saves  you  miles  of  kitchen 
steps.  The  picture  above  shows  how  everything  you  need  at  the 
sink  is  neatly  stored  where  you  can  use  it.  The  cutlery  drawer  is 
divided  into  three  compartments.  Double  doors  in  the  center 
section  allow  you  to  open  them  without  stepping  aside.  The 
drawers  slide  easily.  The  doors  “clunk”  securely.  No  tinny  metallic 
sound  for  this  cabinet  is  built  of  heavy  steel.  Gleaming  white 
smoothness  of  line  is  unbroken  by  any  ventilating  louvres— this 
cabinet  is  ventilated  through  the  bottom.  Adjustable  base.  Ample 
access  for  cleaning  underneath.  Plenty  of  toe  room  and  overhang. 

Can’t  be  beaten — at  any  price. 


NU-DAY  Apron  Model 


You  needn’t  deny  yourself  the  privilege 
of  owning  a  NU-DAY  sink  just  because  you 
can’t  use  a  cabinet.  Perhaps  your  kitchen 
has  a  radiator  beneath  the  sink.  In  that 
case,  use  the  NU-DAY  apron  with  drawers 
and  legs.  Or  perhaps  your  kitchen  has  a 
built-in  cabinet  where  you  want  the  sink. 
Get  the  NU-DAY  42  HM  6208  or 
42  HM6209.  Same  as  above  except  without 
cabinet.  All  these  sinks  include  trim  as 
noted  but  no  spray.  (54-IN.  SIZE  ONLY). 


42  HM  6206— With  Apron, 
trap  to  wall.  Shpg.  %vt.,  150  lbs. 

42  HM  6207— With  Apron, 
trap  to  floor.  Shpg.  wt„  150  lbs. 

42  HM  6208— Less  Apron, 
trap  to  wall.  Shpg.  wt.,  80  lbs. . 

42  HM  6209  — Less  Apron, 
trap  to  floor.  Shpg.  wt.,  80  lbs. . 


$34.95 

35.65 
23.95 

24.65 
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PRICES  ARE  LOWER! 

The  WASHINGTON 


FIRST  in  Quality— FIRST 
in  Reauty  —FIR  ST  in  Utility! 

The  WASHINGTON  sink  is  made  of  Cast  Iron — spa¬ 
cious— with  all  the  refinements  of  design,  construction, 
utility,  and  beauty  that  its  60x24-inch  size  makes  possible. 
ARISTOCRAT  acid-resisting  enamel.  Fittings  and 
escutcheons  chromium  plated  with  Bakelite  handles.  The 
WASHINGTON  sink  is  patented  by  Sears,  Roebuck 
and  Co. 


BUILDING  SPECIAL! 


Modern  in  design  .  .  .  Modern  in  its  planned  surfaces 
and  storage  spaces  .  .  .  and  Modern  in  its  fittings  .  .  . 
that  is  the  WASHINGTON.  The  fittings  are  not  ‘‘added- 
on" — they  are  “built-in.”  They  form  an  integral  part  of 
the  unit,  both  in  use  and  appearance.  The  hot-and-cold 
mixing  faucet  is  built  right  into  the  sink  itself.  All  exposed 
metal  parts  are  chromium  plated.  The  faucet  is  threaded 
for  1'2-inch  supply  pipes.  Its  features  numbered  above  and 
described  below  include: 

4  Swing  Spout  on 

Mixing  Faucet.  J  1  J  I  H  I  J  TJr. 

Regulates  the  force, 
temperature  and  di¬ 
rection  of  the  water  L  *  .  *  V 

flow.  Won’t  splash  over. 

O  Low  Back.  Fits  "  < 

“  easily  under  your  _ 

kitchen  .  **** 

3  Ledges  for  glass-  ■Hgjjwr,  A  . 

es,  cleaning  pow-  MW**  (A) 

der,  etc.  Built-in,  easy-  iB  >**  Ml 

draining  soap  dishes.  IW  A  s~\  I  fealB  | 

4  Depressed  Drain-  |®L  (B)  J  |S||  I 

boards  prevent  j  MR  I  ; 

splashing  water  on  "'TlH  C.  if  | 

floor.  fi™  ■  H 


With 

Fittings 


Trap  to  Wall 
Freight  Prepaid 


Formerly 


TRAP 

TO 

WALL 


sink  and  cabinet.' combination — but  with- 
out  getting  the  extra  features  you  find  in 
the  Washington!  More  than  just  a  sink — it’s 
a  complete  kitchen  unit,  providing  facilities  for 
a  score  of  kitchen  operations.  For  example:  1.  You  draw^^H| 
water  at  a  sink.  At  the  Washington  you  can  regulate  the  volume^^ 
the  temperature,  the  force,  and  even  the  direction  of  the  flow. 
2.  You  clean  vegetables,  wash  dishes.  The  Washington  has  an  8- 
inch  deep  basin,  a  swinging  spout,  a  pull  out  spray,  and  nearly 
a  thousand  square  inches  of  drainboard  working  space — a  safe 
wet  surface,  depressed  to  prevent  splashing,  grooved  to  give  pro¬ 
per  drainage.  3.  You  can  do  scores  of  kitchen  tasks,  without 
moving  a  step  from  the  sink.  Paring,  coring,  slicing  vegetables,  etc. 

And  it’s  beautiful!  Cast  iron  covered  with  white  Aristocrat 
acid-resisting  enamel.  Fittings  are  of  sparkling  chromium 
and  black  Bakelite.  Low  back  to  fit  under  window.  Cabinet 
finished  with  Dupont  Dulux  and  handles  of  black  Bakelite. 

Specifications.  In  all  measurements:  "Length”  is  left  to 
right;  “Width,”  wall  to  front;  “Height,”  top  to  bottom. 

Sink:  Over-all  length,  60  in.;  width,  24  in.  S-in.  back  (42  in. 
from  floor  to  top  of  faucet).  Sink  basin,  22  in.  long,  8  in.  deep. 
Built-in  chromium  plated  overflow.  4)4 -in.  chromium  plated 
basket  strainer.  Drainboards,  19  in.  long.  3J4-in.  utility  ledge. 

Cabinet:  Made  of  fine  furniture  steel 
finished  with  white  Dupont  Dulux.  Four 
deep  wide  drawers — one  divided  for  cut¬ 
lery.  2  side  compartments,  under  draw¬ 
ers,  each  1614x18x2214  in.  Center  com- 


TRAP 

TO 

■FLOOR 


Overflow  and 
Basket  Strainer 

Chromium  plated 
cover  on  built-in  over¬ 
flow.  Basket  strainer 
collects  crumbs,  etc. 
Lifts  out  to  empty. 


Well  Planned  Storage  Space 

(A)  Drawer  for  mixing  tools,  carv¬ 
ing  knife,  whipping  spoon,  etc. 

(B)  Dishcloths  and  towels. 

(C)  Potatoes,  carrots,  beets,  etc. 

(D)  Cleaning  supplies;  garbage  pail. 


in  the  WASHINGTON 

(E)  3-Compartment  draw¬ 
er  for  cutlery. 

(F)  More  towel  or  kitch¬ 
en  tool  space. 

(G)  Pots  and  pans. 


faucet,- basket  strainer  and  114-in,  dull 
chromium  plated  tubular  trap.  Prepaid. 

42  HIV!  43S5 — Complete  d>  C  *7  qp 
with  fittings,  trap  to  wall.  .  J  J  /  i  7  J 
42  HIV!  4375— Complete  PA  /r|T 
with  fittings,  trap  to  floor.  .  JO.UJ 


NEW 

KITCHEN 
BOOK  by 


EVERY  PRICE  REDUCED! 

The  modern,  planned  kitchen  is  laid  out  in 
"work  centers,”  connected  by  “work  surfaces” 
combined  with  storage  space.  Steel  kitchen 
cabinets  best  provide  surface  and  space  to  con¬ 
nect  the  centers.  Use  these  fine  all  steel  cab¬ 
inets  to  bring  your  kitchen  up-to-date. Various 
widths  and  heights  so  you  can  make  your  own 
kitchenarrangement.  Specially  constructed  cor¬ 
ner  cabinets  so  that  all  space  is  usable. 

All  Steel,  Dustproof  Construction 

Pressed  steel  for  strength.  Double  pressed, 
snug  fitting,  tight  closing,  rubber  cushioned 
steel  doors  will  never  sag  or  stick  because  they 
are  hung  on  extra  strong  concealed  hinges. 
Finished  inside  and  out  with  white  Dupont 
Dulux,  sanitary  and  easily  cleaned. 

WALL  CABINETS 

Made  in  three  popular  sizes  which  give  you 
utmost  flexibility  in  making  the  proper  ar¬ 
rangement  to  fit  your  kitchen.  28-in.  wall 
cabinets  have  two  adjustable  shelves,  18-in. 
wall  cabinets  have  one;  and  corner  wall 
cabinets  have  two  adjustable  shelves.  Stream¬ 
lined  black  Bakelite  handles.  Not  Prepaid. 

(A)  (B)  Wall  Type  Cabinets 


A  planned 
kitchen  saves 
you  miles  of 
steps.  That’s 
because  your 
work  moves  with 
you  over  contin¬ 
uous  work  sur- 
faces.  Steel 
cabinets,  both 
wall  and  base, 
are  essential  to  a 
planned  kitchen. 

BASE  CABINETS 

Acid-resisting  white  porcelain  enameled  top; 
easy  to  clean,  no  place  for  germs  or  dirt  to 
hide;  easy  sliding,  self  aligning,  3-compartment 
drawers  with  drawer  stops — removable  for 
cleaning,  but  can’t  slide  out  and  spill;  one  ad¬ 
justable  shelf  in  the  extra  spacious  compart¬ 
ment;  and  recessed,  black  enameled  pressed 
steel  bases,  set  back  so  you  can  stand  up  close 
when  working  at  the  sink.  Easy  to  clean 
underneath.  Doors  have  black  Bakelite 
handles — drawers, circular  Bakelite  knobs  with 
chromium  plated  escutcheons. 

(C)  Base  Type  Cabinets 


21x18  In.Wall 
Cabinet 


Jean  Shaw’s  Kitchen  Book  shows  you  how 
to  have  a  modern  planned  kitchen.  Miss 
Shaw  takes  an  average  kitchen  and  shows 
how  many  steps  the  housewife  wastes  while 
preparing  a  meal  in  it.  Then  follow  sugges¬ 
tions  for  improving  kitchen.  The  location 
of  work  centers  for  logical  progression,  the 
arrangement  of  counter  space  and  storage 
room — all  this  is  worked  out  in  detail. 
Treatment  is  suggested  for  kitchens  of  var¬ 
ious  shapes  and  sizes.  A  step-by-step  budget 
arrangement  is  followed.  Book  is  fully  illus¬ 
trated  and  written  so  you’ll  enjoy  reading  it. 
Write  our  Personal  Service  Department  for 
Kitchen  Book  No.  B9764H.  IT’S  FREE! 


Sketch  at 
right 

shows  just 
one  of  many 
plans  in 
this  FREE 
book! 


R.EFFUS 


Not  Prepaid  Width  Ht.  |  Depth  j  Weight  | 

->  um  21  in.  35  i n . j 22  in.  95  Ibs.j 
Z  H  IVI  3437(30  in  35  ;n  |22  in. j  115  lbs. I 


PREPARING  DECEIVING 


(D)  Right  Hand  Corner  Base  Cabinets 

42  HM  3456  42  in.  35  in.  22  in.  88  lbs.  $1  9.50 


IPOKING  SERVING-. 


(F)  Corner  Wall  Type  Cabinets 


(E)  Left  Hand  Corner  Base  Cabinets 

42  HM  3455  42  in.  35  in  22  in.  88  lbs.  $19.50 


AND  UP 
21-in.  Base 
Cabinet 


SAVE  AT 
SEARS 


PAGE 


All  Merchandise  on  this  page  shipped  from  BOSTON,  ROCHESTER, 
or  BINGHAMTON,  N.  Y.  Send  orders  to  BOSTON  only. 
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Catalog  No.  1  Width 

Ht. 

Depth 

Wt. 

Price 

(A)  21  in. 

18  in. 

12  in. 

32  lbs. 

$6.55 

42  HM  3440  27  in. 

18  in. 

12  in. 

36  lbs. 

7.35 

30  In. 

18  in. 

12  in. 

42  lbs. 

7.95 

(B)  !21  in. 

28  in. 

12  in. 

42  lbs. 

7.95 

42  H  M  3438  30  in. 

28  in. 

12  in. 

62  lbs. 

9.95 

— - 

% 

h 
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PRICED  LOWER  TO  STIMULATE  BUILDING . .  REMODELING 


BUILDING 

SPECIAL 


See  Page  1A 


CD  C  C  KITCHEN 
*  l\  C  C  BOOK 

Write  for  yours  today 

This  clearly  illustrated 
book  wall  show  how  to  im¬ 
prove  the  efficiency  and  beau¬ 
ty  of  your  kitchen;  how  to 
save  steps;  where  to  set  up 
“working  centers’’;  what 
counters  and  storage  spaces 
to  arrange  for.  A  plan  for 
every  budget. 


$Q095 

T  _  B  M  Freight  g 
•^■■■Prepaid  I 

was*3695j\ 


PRICE  INCLUDES 

•  42-ln.  cast  iron  acid-re¬ 
sisting  enamel  sink. 

•  Planned  cabinet  with  two 
cutlery  drawers. 

•  Chromium  plated  mixing 
faucet  with  black  Bake- 
lite  escutcheons  and  easy 
operating  chromium 
plated  handles. 

•  Chromium  plated  plain 
strainer. 

•  !4-in.  dull  finish  chro¬ 
mium  plated  wall  trap. 


This  offer  is  exclusive  with  Sears.  No¬ 
where  else  can  you  get  all  these  features 
in  a  sink  and  cabinet  combination.  And  if 
you  do  find  a  combination  that  approxi¬ 
mates  it  in  quality  and  features,  you'll  see 
a  price  tag  of  S10.00  or  more  than  we  ask. 
In  the  first  place,  this  is  a  big  heavy  sink. 
It’s  of  massive  cast  Iron  construction 
coated  with  AcId-reslsUng  Aristocrat  en¬ 
amel.  Over-all  size  42x20  inches. 

Used  in  Ensemble  or  as  Single  Unit 

It’s  designed  with  small  radius,  round 
corners  so  that  it  will  fit  snug  with  ad¬ 
joining  working  surfaces  in  the  planned 
kitchen,  or  form  a  beautiful  smooth-lined 
unit  when  used  alone.  The  cabinet  is  con¬ 
structed  of  heavy  furniture  steel  finished 
with  baked-on  glistening  Dupont  Dulux. 
Read  below  for  further  details. 


The  beautiful,  step-saving  cabinet  is 
rounded  at  the  corners  so  as  to  make  every 
bit  of  cabinet  space  available  for  storage. 
There's  room  for  every  frequently  used  cook¬ 
ing  utensil  and  kitchen  accessory.  Has  the 
same  white  gleaming,  hi-bake  Dupont  Dulux 
finish  as  a  modern  refrigerator.  Smooth 
lines  unimpaired  by  hard-to-clean  ventilating 
louvers.  Space  under  cabinet  is  easy  to 
keep  clean. 

Aristocrat  Acid-Resisting  Enamel 

The  Aristocrat  Acid-Resisting  enamel 
makes  thi's  sink  an 
ideal  working  surface 
and  cleansing  center. 

Not  affected  by  ordi¬ 
nary  acids  such  as  fruit 


juices  or  alcohol. 

Highest  Quality  in  Every  Minute  Detail 


Note  these  features:  (1)  A  full  12-inch  clearance  unaer  tne  swinging  taucet;  (Z)  a 
4-inch  back  that  permits  sink  to  fit  under  kitchen  window;  (3)  A  3-inch  ledge — conven¬ 
ient  for  tumblers,  etc.  Additional  features  include:  Chromium-plated  brass  mixing 
faucet  with  swing  spout,  large  lever  handles,  and  handy,  detachable  soap  dish;  big 
basin — 22  in.  long  and  6  in.  deep;  drainboard  20  in.  long;  4J4-inch  chromium  plated  plain 
strainer  (for  basket  strainer  add  $1.00)  with  1 14-inch  dull  finish  trap. 


Cabinet:  Finished  in  glistening  white, 

easily  cleaned  baked-on  Dupont  Dulux.  Two 
wide  cutlery  drawers  and  two  spacious  com¬ 
partments  fitted  with  tight-closing  doors 
hung  on  concealed  hinges.  Large  compartment 
has  two  full  length  doors  for  strength  and 


added  convenience.  Concealed  ventilation. 
Black  Bakelite  knobs  with  chromium  plated 
escutcheons  on  drawers.  Door  handles  are 
also  black  Bakelite.  Can  be  installed  easily 
under  windows  as  it  measures  only  43  in.  from 


Drainboard 

With  Fittings  and  Trap  to  Wall 

With  Fittings  and  Trap  to  Floor 

Right  Hand . 

Left  Hand . 

42  HIM  4240 
42  HIM  4241 

$: 

2.95 

2.95 

42  HM  4242 
42  HIM  4243 

$33.65 

33.65 

Freight  Prepaid 


|  W  And  Up 

Formerly  $19.75 


I  COMPLETE 
WITH  FITTINGS 

Nothing  Else 
to  Buy  l 


Read  description  and  remember  the  prices  given  are  complete  with  fittings.  We  supply  a  new 
design  mixing  faucet  with  soap  dish.  Most  sinks  at  this  price  furnish  two  separate  faucets  (no 
soap  dish).  Made  of  first  quality  cast  iron,  coated  with  acid-resisting  Aristocrat  quality  por¬ 
celain  enamel .  Underside  covered  with  black  ground  coat.  Low  4-in.  back.  Faucet  mounted  on  top 
to  give  more  room  in  basin.  3-in.  top  ledge  is  very  handy  for  water  tumbler,  soap  chips,  etc.  Fit¬ 
tings  included  are:  7-in.  brass  swing  spout  mixing  faucet,  chromium  plated.  Has  combination  black 
Bakelite  and  chromium  handles;  self-draining  soap  dish.  Threaded  for  J4-in.  supply  pipes.  Chro¬ 
mium  plated  1  14-in.  tubular  trap  and  trap  connection  and  4 J4 -in.  plain  strainer.  Over-all  size  42x20 
in.;  drainboard  20  in.  long;  basin  22  in.  long  and  6  in.  deep.  For  basket  strainer  add  $1.00.  Wall 
hangers  included.  Freight  Prepaid.  Easy  Payments — see  Page  1A. 


Drainboard 

With  Fittings  and  Trap  to  Wall 

With  Fittings  and  Trap  to  Floor 

Catalog  No. 

Acid-Resist. 

Catalog  No. 

Acid-Resist. 

Right  Hand 
Left  Hand 

42  HIM  4250 

42  HIM  4251 

$1 7.95 

1  7.95 

42  HIM  4252 

42  HIM  4253 

$1 8.65 

1  8.65 

The  CLAREMONT  Corner  Sink 

Same  design,  construction,  quality  and  fittings 
as  Hiawatha  at  right,  except  has  end  piece.  Below 
we  quote  prices  with  and  without  fittings.  For 
basket  strainer  add  $1.00  to  price  of  sink  complete 
with  fittings  to  either  wall  or  floor.  Freight 
Prepaid.  Colored  sinks  acid-resisting;  Green  306, 
Orchid  406  or  Ivory  701  as  shown  on  Color-Graph 
facing  first  Index  Page.  State  color. . 


42x20-lnch  Size 
Drainboard  Lgth.,  20  In. 
Basin  Length,  22  In. 

LEFT  HAND  CORNER 

RIGHT  HAND  CORNER 

42  HIM  4361 

42  HIM  4357 

42  HIM  4359 

42  HIM  4362 

42  HIM  4358 

42  HIM  4360 

Sink  Only 

No  Fittings 

With  Fittings 
Trap  to  Wall 

With  Fittings 
Trap  to  Floor 

Sink  Only 

No  Fittings 

With  Fittings 
Trap  to  Wall 

With  Fittings 
Trap  to  Floor 

Reg.  White  Enamel. 

Acid  Res.  White  Enamel... 
Green,  Orchid,  Ivory . 

$1 9.75 
22.70 
28.95 

$25.25 

28.00 

34.00 

$25.95 

28.70 

34.70 

$1 9.75 
22.70 
28.95 

$25.25 

23.00 

34.00 

$25.95 

28.70 

34.70 

52x20-Inch  Size— Drainboard  Lgth.,  24  in..  Basin  Lgth.,  28  in. 


Reg.  White  Enamel . 

$26.50 

I  $31.70 

$32.40 

$26.50 

$31.70 

$32.40 

Acid  Res.  White  Enamel.  . 

30.50 

35.50 

36.20 

30.50 

35.50 

36.20 

Green,  Orchid.  Ivory .... 

38.85 

43.40 

44.10 

38.85 

43.40 

44.10 

The  HIAWATHA 
Modern  Colonial 
Design 

Aristocrat  white  porcelain  en¬ 
amel  on  cast  iron  in  modern  Colo¬ 
nial  design.  Available  in  white  acid- 
resisting  as  well  as  regular  enamel. 

Rounded  corners  in  basin  easy  to  clean.  Waste  drilling  for  4)4 -in. 
strainer.  Back,  8  in.  high.  Apron  front,  6  in.  deep.  Basin,  6  in. 
deep.  8  in.  between  faucet  holes.  Below  we  quote  sink  with  and 


without  fittings.  When  included,  fittings  are  lJ4-in.  trap  to  wall  or  floor,  mixing 
faucet  42  H  1 636 described  on  Page  903,  and  plain  4 14 -in.  strainer.  If  basket  strainer 
is  preferred  add  SI. 00.  See  42  H  1527  on  Page  903.  Concealed  wall  brackets  for 
hanging  sink  included. 

FrelghtTrepaid.  For  Easy  Payment  Terms,  See  Page  1A.  ^ 


42x20-lnch  Size 
Drainboard  20  in. long 
Basin  Lgth.  22  in. 

LEFT  HAND  DRAINBOARD 

RIGHT  HAND  DRAINBOARD 

42  HM  4355  42  HM  4351 

42  HM  4353 

42  HM  4356  42  HM  4352 

42  HM  4354 

Sink  only 
No  Fittings 

With  Fittings 
Trap  to  Wall 

$20.50 

21.60 

26.95 

With  Fittings 
Trap  to  Floor 

$21.20 

22.30 

27.65 

Sink  only 

No  Fittings 

With  Fittings 
Trap  to  Wall 

With  Fittings 
Trap  to  Floor 

Reg.  White  Enamel. . 
A.  R.  White  Enamel.. 
Green,  Orchid,  Ivory 

$1 4.75 

1  5.85 
21 .65 

$1 4.75 

1  5.85 
21 .65 

$20.50 

21.60 

26.95 

$21.20 

22.30 

27.65 

52x20-Inch  Size— Drainboard  Lgth.,  24  in.;  Basin  Lgth.,  28  In. 

Reg.  White  Enamel. .  $2 4 .457$ 2 97 7 57$ 307~4£f“ $24745  S2 9 . 75  $30.45 
A.  R.  White  Enamel..  26.30  31.50  32.20  26.30|  31.501  32.20 
Green,  Orchid.  Ivory  35.85  1  40,60  1  41.30M  35,85  1  40,60  1  41.30 

Colored  sinks  are  acid-resisting;  Green  306.  Orchid  406,  or  Ivory  701  as  shown 
on  COLOR-GRAPH  facing  first  Index  Page.  State  color.  Prepaid  from  Camden, 
N.  J.  Send  order  to  Boston. 


PAGE  900  ®  SEARS 


All  merchandise  on  this  page  shipped  freight  prepaid  from  BINGHAMTON,  ROCHESTER,  N.  Y.,  or  BOSTON, 
except  colored  sinks,  which  are  shipped  from  CAMDEN,  N.  J.  only.  Send  orders  to  BOSTON  only. 


Beauty,  convenience  and  utility  at  low  cost.  The  sink  is  our  regular 
Delaware — shown  below  at  right,  with  Aristocrat  Quality  Enamel. 
Size,  42x20  in.  over-all.  Back  is  8  in.  high;  drainboard  20  in.  long, 
basin  22  in.  long  and  6  in.  deep,  with  waste  opening  for  4J4-in.  strainer. 
Height  42  '/2  inches  over-all.  Fits  easily  under  a  window.  Right  or  left 
hand  drainboards.  Two  compartments  under  the  sink  give  16  cubic 
feet  of  storage  space.  One  of  the  compartments  has  a  metal  shelf. 
Here  can  be  stored  the  utensils  most  often  used.  Heavy  all-steel  cabi¬ 
net  finished  in  long-wearing  white  Dupont  Dulux.  Chromium  plated 
all  brass  fittings  include  two  quick  compression  flanged  faucets  for 
!4-in.  pipe,  wide  top  plain  strainer,  lf^-in.  dull  finish  tubular  trap 
and  trap  connection.  For  other  types  of  fittings,  such  as  a  swing 
spout  faucet,  and  a  basket  strainer,  purchase  the  sink  without  fittings 
and  make  your  selection  from  Page  903.  Freight  Prepaid. 


With  Right  Hand  Drainboard 


Without  Fittings 

With  Fittings,  Trap  to  Wall 

With  Fittings,  Trap  to  Floor 

42HM4326  I  $21  .95 

42HM4312  1  $25.95 

42HM4348  i  $26. 65 

With  Left  Hand  Drainboard 

42H1M4327  I  $21  .95  1  42H  IM4313TS  2  5 . 95  I42HIM4349  I  $26765 


ACID-RESISTING  M  SINK  with  CABINET 

10°°  Un 

Z  $287SI 

Without  Fittings 
V  FREIGHT  PREPAID 


Drainboard 

Without  Fittings 

|  Witli  Fittings,  Trap  to  Wall  llWith  Fittings,  Trap  to  Floor 

Right  Hand 
Left  Hand 

42  HIM  4328 

42  HIM  4329 

$28.75 

28.75 

42  HM  4314  I  $34.95 
|  42  HIM  4315  34.95 

42  HIM  4316 

42  HIM  4317 

$35.65 

35.65 

Gleaming  beauty  easily  kept 
that  way.  Beautiful  sheen 
that  lasts  for  many  years. 
That’s  what  Aristocrat  porce¬ 
lain  enamel  finish  means  to 
you.  Cast  iron,  acid-resist¬ 
ing.  It  won’t  stain  or  dis¬ 
color.  Drainboard  beautifully 
ribbed  and  generously  large 
gives  extensive  wet  working 
surface.  Step-saving  steel 
cabinet  finished  in  white 
baked-on  Dupont  Dulux. 
Plenty  of  storage  space.  Built 
of  heavy  furniture  steel. 


AMPLE 

UTILITY  SPACE! 

Illustration  above  shows 
how  you  can  keep  “much- 
used”  items  close  at  hand. 

(A)  Drawer  for  kitchen 
tools  and  tableware. 

(B)  Drawer  for  dish  cloths 
and  towels. 

(C)  Pots  and  pans. 

(D)  Garbage  container  and 
cleaning  materials. 


FORMERLY 
PRICED  TO  SELL 
FOR  $30.95 

The  convenience  and  utility  of 
two  cutlery  drawers  is  appreciated 
by  every  woman.  With  twin  doors 
you  have  access  to  the  large  com¬ 
partment  without  having  to  step 
aside.  Single  door  compartment  for  storage  of  pots  and  pans.  It 
means  new  kitchen  efficiency — everything  will  be  more  convenient. 
Cabinet  ventilated  through  back — no  hard-to-clean  louvres  in  front 
surface.  Easily  cleaned  underneath.  Black  bakelite  knobs  with 
chromium  escutcheons  on  drawers  and  black  bakelite  handles  on 
compartment  doors. 

42'/2  in.  high  overall.  Size  over-all,  42x20  in.;  sink  basin,  22  in. 
long,  6  in.  deep.  Drainboard,  20  in.  long.  Fittings  include  42M1636 
swing  spout  faucet,  threaded  for  J4-in.  supply  pipes,  42  H  1527 
basket  strainer,  l'/i-in.  dull  finish  trapjnd  trap  connection.  If 
other  faucet  or  strainer  is  desired,  see  Page  903. 

Shipped  lreight  prepaid. 


HOW  TO  CONNECT 
A  SINK 


Easy  to  install  .  .  .  any¬ 
one  can  doit.  Above  sketch 
shows  how  simple  it  is  to 
hang  and  connect  a  Sears 
Sink.  For  pipe  and  fittings 
necessary  to  complete  in¬ 
stallation,  see  Page  914. 


Enamelite 
Drainboards 

Drainboards 
shown  at  right 
can  be  used  with 
any  of  our  Roll 
Rim  or  Flat  Rim 
Sinks  shown  on 
Page  903. 

Enamelite 
metal,  acid-re¬ 
sisting,  white  porcelain  enameled. 

42  H  6282— Mailable.  Not  Prepaid. 


18xl8in.  Shpg.  wt.,  12  lbs . $3.39 

24xl8in.  Shpg.  wt.,  16 lbs .  3.89 


Apron  Sink  Legs 

(A)  Chrome  Plated  Brass. 

4-in.  adjustment  for  height. 
Shpg.  wt.,  ea.,  6  lbs. 

42H4290-Each$2.75 
Per  Pair .  5.25 


(B)  Cast  Iron  Legs.  5-in. 
adjustment.  Shpg.  wt.,  ea.. 
8  lbs.  4  oz. 

42  H  4298  —  White 
painted.  Each. .  .  S 1  . 2  9 
42  H  4299  —  White 
porccIainenamel.Ea.S1  .95 


THE  MILBURN  —  Anti-Splash  Back  Sink  *Z.45 

Ideal  where  space  is  limited.  White  Aristocrat 
Quality  porcelain  enameled  inside  and  rim  over 
cast  iron.  Underside  has  a  black  ground  coat  to 
prevent  rusting.  Can  be  painted  over  with  white  ri.un.s 
enamel  paint.  Basin  is  6  inches  deep;  8-inch  back  and  2-inch 
roll  rim  8  incites  between  faucet  holes. 

fittings  include  concealed  wall  hangers,  two  14-in.  flanged 
faucets  with  metal  handles,  plain  2-inch  strainer,  114-inch 
tubular  trap  and  trap  connections — all  chromium  plated 
brass.  If  drainboard  is  desired  see  42  H  6282  above.  Shipped 
Freight  Prepaid. 


Size 

42  HM  4200 

42  HIM  4201 

42  HM  4202 

Sink 

With  Fittings  and 

With  Fittings  and 

Without 

In. 

Trap  to  Wall 

Trap  to  Floor 

Fittings 

24x18 

$1 0.20 

$1 0.89 

$  6.45 

30x18 

13.30 

1  4.00 

9,75 

30x20 

1  3.79 

1  4.49 

10.25 

OVER  25 
FLOOR 
PLANS 

See 

Opposite 
Page  lot 
Details 


DELAWARE  —  Always  a  Favorite! 

AristocratVhite  porcelain  enamel  over  strong 
cast  iron.  For  the  small  additional  cost  we 
recommend  the  acid-resisting  finish.  Basin  is 
6  inches  deep;  back  is  8  inches  high.  Roll  rim 
style.  It’s  easy  to  build  a  cabinet  under  the 
Delaware.  Under  part  has  rust-resisting 
ground  coat.  Priced  with  and  without  fittings. 
The  fittings  included  in  prices  below  are  two 


14-in.  single  flanged  faucets,  quick  compres¬ 
sion  type,  beautifully  chromium  plated,  114- 
inch  tubular  trap  to  wall  and  4)4 -inch  plain 
strainer.  If  basket  strainer  is  desired  add  S!  .00 
8  inches  between  faucet  holes.  Two  concealed 
wall  hangers  furnished  Two  sizes:  42x20  inches 
and  52x20  inches  over-all.  Freight  Prepaid. 

For  Easy  Payments,  see  Page  1A. 


Lgth. 

of 

Sink 

Lgth. 

of 

D.B. 

Lgth. 

of 

Basin 

Without  Fittings 

With  Fittings  and  Trap  to  Wall 

With  Fittings  and  Trap  to  Floor 

Catalog 

Number 

Regular 

Enamel 

512750 

17.50 

12.50 

17.50 

Acid 

Resist. 

Catalog 

Number 

42  HIM  4  310 
42HIM4310 

Regular 

Enamel 

Acid 

Resist. 

Catalog 

Number 

Regular 

Enamel 

Acid 

Resist. 

Right 

Hand 

42  in.!20  in. 
52  in.  24  in. 

22  in. 
28  in. 

42HIM4370 

42HIM4370 

513.45 

18.80 

13.45 

18.80 

516.29 

21.00 

517.20 

22.30 

42HIM4320 
42HIM4320 
42  HIM  4321 
42HIM4321 

516.99 

21.70 

16.99 

21.70 

517.90 

22.98 

17.90 

22.98 

Left 

Hand 

42  in.  20  in. 
52  in.  24  in. 

22  in. 
28  in. 

42HIM4371 

42HIM4371 

42HIM4311 

42HIM4311 

16.29 

21.00 

17.20 

22.30 

HOLLYWOOD  60-Inch 

Double  Drainboard  Sink 

Two  drainboards,  19  in.  long  which 
slope  gently  toward  large  basin  for  quick  WITHOUT  FITTINGS 
draining.  Basin,  22  in.  long  and  is  drilled 

for  4J^-in.  strainer.  Aristocrat  white  porcelain  enamel  over 
heavy  cast  iron.  Also  shown  in  acid-resisting  white  or  colored 
enamel.  Low  8-in.  back  and  6-in.  apron.  60x22  in.  over-all. 
Concealed  steel  wall  hangers.  Depth  of  sink,  6  in.  Sink  with 
fittings  ;ncludes  42  H  1636  faucet  on  Page  90  L  1  !4-in.  tub'll  r 
t rep  and  plain  wide  top  strainer.  If  basket  strainer  i3  wanted 
add  Si. 00.  Freight  Prepaid. _ _ 


State  Color. 

Green  306,  Orchid 
406,  Ivory  701. 

42  HIM  4363 
Without 
Fittings 

42  HIM  4364 

With  Fittings 
Trap  to  Wall 

42  HIM  4365 

With  Fittings 
Trap  to  Floor 

Reg.  White  Enamel . 

Acid-Res.  White  Enamel. .  . 
Gre  n,  Orchid.  Ivory . 

$26.45 

28.45 

37.45 

$31.65 

33.55 

42.00 

$32.35 

34.25 

42.75 

Colored  sinks  are  acid-resisting. 
Green  306,  Orchid  406,  or  Ivory  701  as 
shown  on  Color-Graph  facing  first  pink 
index  page.  State  color. 

For  Easy  Payments,  sec  Page  1A. 

All  are  Freight  Prepaid. 


ALL  MERCHANDISE  (IN  THIS  PAGE  SHIPPED  FROM  BINGHAMTON.  ROCHESTER  AND  BOSTON. 
EXCEPT  COLORED  SINKS  WHICH  ARE  SHIPPED  FROM  CAMDEN.  N.  J.  ONLY.  SEND  ORDERS  TO  BOSTON  0NLT. 


The  TRIPLE-DUTY 


Building  Special! 

AO 95  was 

HV  ft;  I5450 


Dralnboard  cov¬ 
ering  deep  sink. 


Dralnboard  cov¬ 
ering  sink  basin. 


NOTCftCGULAt 
lAUNDBV  TUI 
OCPTM 


Dralnboard  re¬ 
moved  entirely. 


ONLY 


Include  Pipe  and  . 
Fittings  in  Your 
EASY  PAYMENT  ORDER 
See  Page  1A 


DeLuxe  8-inch  Acid-Resisting  Sink 


*h- 


8-In.  apron 
conceals  basin. 
8-ln.  back  for 
extra  splash- 
protection.  8- 
in.  basin  gives 
added  room. 


The  AMSTERDAM  Acid  Resisting  Sink 

Same  as  Cornwall  below  except  single  drainboard.  Fittings  include 
42  H  1636  faucet,  basket  strainer  and  tubular  trap.  For  green,  ivory  or 
orchid  add  $2.70 — 42  in.;  $3.50 — 52  in.  State  color.  Freight  Prepaid. 


ARISTOCRAT  QUALITY  SINK  AND  LAUND 
COMBINATIONS.  .  for  Washing  Anything  from  Clothe 


For  Easy  Payments,  See  Page  1A. 

42-Inch 

50-Inch 

42  HM  4339— L.  H.  Sink,  R.  H.  Tub... 
42  HM  4338— R.  H.  Sink,  L.  H.  Tub.. 

$21  .80 
21  .80 

$27.85 

27.85 

We  recommend  42  H  4290  chromium  plated  legs  at  $5.25  per  pair  on  Page  901. 

Interchangeable  Drainboards  for  Sink  and  Tub  Outfits 

For  outfit.  Size]  42-in.  I  50-In. 

Drainboard, In. I  1714*205.16  I  18%*24!4 
Shpg.  wt . ]  8  lbs.  1  10  lbs. 

42  H  4288— White  Enameled. 
Acid  Resisting  S2.39  Ea.  |  $2.60  Ea. 
42  H  4278 — Chromium  Plated. 
Polished .  $3.25  Ea.  I  $3.75  Ea. 


Combination  Sink  and  Laundry  TubWith  Cabinet 

A  sink — a  laundry  tub — a  roomy  storage  cupboard — all  in  one.  Heavy  cast 
iron,  white  porcelain  enameled.  As  illustrated  above,  with  the  drainboard 
over  the  deep  laundry  tub,  you  have  a  perfect  kitchen  sink.  Place  the  drain- 
board  over  the  sink  and  you  have  a  deep  laundry  tub  (see  cutaway  view  above 
at  left).  Two  large  compartments  below  sink.  All-steel  cabinet  finished  in 
Dupont  Dulux.  Bakelite  handles.  Low  8-inch  back.  Tub  14  inches  deep;  sink 
8  inches  deep. 

On  the  42%x22%-in.  size,  the  tub  and  sink  compartments  are  each  17[4x 
1714  in.  On  the  50%x24%-in.  size,  the  compartments  are  each  2114x1914  in. 
Shipped  Freight  Prepaid.  For  Easy  Payments  see  Page  1A. 


42  HM  4322 — R.  H.  Sink.  L.  H.  Tub  (drain- 
board  and  fittings  not  included,  see  listing  at  left) . . 

42  HM  4323 — L.  H.  Sink,  R.  H.  Tub  (drain- 
board  and  fittings  not  included;  see  listing  at  left). . 


42- Inch 
$34.95 
34.95 


50-Inch 

$42.50 

42.50 


Length 

Size 

Sink 

In. 

Size 

With  Right  Hand  Dralnboard 

With  Left  Hand  Dralnboard 

Over- 

Drain- 

42HM4304  42HM4305 

42HM4308 

42HM4303  42HM4306 

42HM4307 

all 

board 

In. 

Fittings 

Fittings 

Without 

Fittings 

Fittings 

Without 

In. 

to  Wall 

to  Floor 

Fittings 

to  Wall 

to  Floor 

Fittings 

42 

21x22 

21x22 

$31.85 

532.69 

$24.00 

531.85 

$32.69 

524.00 

52 

27x22 

25x22 

39.05 

39.79 

31.20 

39.05 

39.79 

31.20 

Heavy  Cast  Iron 

These  two-sink  combinations 
give  home  owners  all  the  advan¬ 
tages  of  a  kitchen  sink  plus  a 
laundry  tub.  They  are  exceed¬ 
ingly  popular  where  house  has  no 
basement  or  other  convenient 
place  for  regular  laundry  tub.  The 
cost  is  much  less  than  for  sink 
and  laundry  tub  bought  separ¬ 
ately.  And  the  space  required  is 
practically  half. 

Cutaway  View  Above 

View  shows  depths  of  sink  and 
laundry  compartments.  Basin  for 
regular  kitchen  uses  is  8  inches 
deej> — about  2  inches  deeper  than 
ordinary  sinks.  Laundry  com¬ 
partment  is  14  inches  deep — am¬ 
ple  for  all  washing  jobs. 


Roll  Rim  Sink  and  Laundry  Tub 

Same  high  quality  and  construction 
as  42  HM  4322  and  42  HM  4323  shown 
and  described  above  except  without 
cabinet.  Freight  Prepaid.  Ideal  for 
use  over  low  radiator.  Drainboards 
and  fittings  not  included. 


42  HM  4366 

42-lnch 

50- Inch 

R.H.  Sink.  L.H.  Tub. 

$1 9.95 

$24.95 

42  HM  4367 

L.H.  Sink,  R.H.  Tub. 

19.95 

24.95 

Fittings  for  Sink 
and  Tub  Combination 

(Either  Type) 

Faucet  (8-in.  spout),  plain 
sink  strainer,  tray  plug  with 
tailpiece  and  connected  waste, 
but  no  trap.  All  brass,  chro¬ 
mium  plated.  (For  basket  in¬ 
stead  of  plain  strainer  in  sink 
add  $1.00.) 

42  H  71  93  — Polished 
chromium  fittings  for  Apron 
or  Roll  Rim  Sink  and  Tub. 
Shpg.  wt.,  12  lbs $9.00 

For  polished  trap  to  wall 
add  $1.75;  to  floor.  $2.49. 

42  H  71  92— Dull  finish 
chromium  fittings  for  Sink 
and  Tub  with  Cabinet.  Shpg. 
wt„  13  lbs . $8. 45 

For  dull  finish  trap  to  wall 
add  $1.19;  to  floor  $1.89. 


The  CORNWALL  Double  Drainboard  Sink 


Our  finest  apron  sink  at  a  price  that  can't  be  equalled!  Acid  re¬ 
sisting  cast  iron  porcelain  enamel  finish.  8-in.  back;  8-in.  apron;  basin 
8-in.deep.  Fittings  include  42  H  1636  faucet,  basket  strainer,  and  tubu¬ 
lar  trap,  all  brass,  chromium  plated.  Length  overall,  60  in.  Sink,  22 
in.  long,  drainboards,  19  in.  long.  For  green,  ivory  or  orchid,  add  $4.00. 
State  color.  Freight  Prepaid.  For  Easy  Payments  see  Page  1A.% 


42  HM  4300 
42  HM  4301 
42  HM  4302 


-Sink  complete  with  fittings  to  wall .  . 
Sink  complete  with  fittings  to  floor. . 
-Sink  only,  without  fittings . 


$43.95 

44.69 

36.10 


Ordinarily  $100  Would  Not  Buy — 1.  A  Roomy  Cabinet! 


2.  A  Dishwashing  and  Drying  Compartment!  3.  An  Enameled  Laundry  Tub 


Sears  give  you  all  THREE  In  the  TRIPLE- 

f!  In  all  t 


DUTY!  In  all  the  world  there  is  no  kitchen  aid 
tike  the  Triple-Duty  (Pat.  App.  For).  Here  is 
what  you  get: 

(1)  A  48!4-in.  single  drainboard  sink. 

(2)  A  two-compartment  sink. 

(3)  A  laundry  tub.  (4)  A  utility  cabinet. 

(5)  A  special  dishwashing  compartment. 

The  Triple-Duty  has  every  feature  of  ordinary 
sinks  plus  these  five:  (1)  Sink  is  of  Enamelite 
Metal,  coated  with  acid-resisting  porcelain  enamel. 

(2)  A  basin  11  $4  in.  deep,  almost  twice  as  deep  as 
regular  sink  basins,  for  washing  clothes  or  dishes. 

(3)  A  removable  acid-resisting  porcelain  enameled 
drainboard.  (4)  A  special  wire  basket  to  hold 
dishes  and  silverware.  (5)  A  spray  to  wash  and 
rinse  the  dishes.  To  wash  dishes,  just  fill  the  shal¬ 
low  basin  with  water  and  wash  dishes  in  the 
regular  way.  Transfer  the  dishes  to  the  wire 
basket  in  the  deep  sink,  spray  with  hot  water  from 
the  rinsing  attachment  and  you  have  spotless 


dishes.  Put  the  drainboard  over  them,  let  them 
dry,  and  the  job’s  done  with  never  a  trace  of  dish¬ 
cloth  lint.  You’ll  find  the  deeper  basin  very  useful 
as  a  place  to  wash  delicate  negligees,  hosiery,  etc. 
Now  consider  the  cabinet!  Modern!  Labor  sav¬ 
ing!  Made  of  steel  finished  with  white  Dupont 
Dulux.  Two  large  compartments  for  storing 
kitchen  needs  and  one  pull-out  drawer  for  cutlery. 

The  Triple-Duty  is  48  in.  long  and  24  in.  wide. 
Each  basin  is  20x17  in.  Left-hand  basin  is  11J4  in. 
deep  and  has  a  2-in.  basket  strainer;  right-hand 
basin  is  7  14  in.  deep,  and  is  equipped  with  4J/&  -in. 
basket  strainer  like  those  described  on  Page  903. 
Mixing  faucet  is  chromium  plated,  with  diverter 
and  4  ft.  of  rubber  hose  with  spray  head.  Faucet 
threaded  for  14 -in.  supply  pipes.  Trap  not  in¬ 
cluded.  Not  Prepaid.  Shpg.  wt„  196  lbs. 


42  HM  6296 — Complete  with  all  fittings  ex¬ 
cept  trap.  Cash  Price . $49.95 

For  Trap  see  42  H  1544  or  42  H  1545  on  Page 
903.  Freight  rates  on  Pages  998  and  999. 


PAGE  902  •  SEARS 


ALL  ITEMS  ON  THIS  PAGE  SHIPPED  FROM  BOSTON,  BINGHAMTON  OR  ROCHESTER,  N.  Y. 
COLORED  ENAMELWARE  SHIPPED  FROM  CAMDEN,  N.  J.  SEND  ORDERS  TO  BOSTON  ONLY. 


8-lnch  Porcelain 
Enameled  Apron 
— All  Around 


Deep  14-Inch 
Enameled 
Laundry  Tub 


Modern  Design 
Chromium 
Plated  Legs 


Apron  Sink  and  Laundry  Tub 

A  handsome  unit!  Saves  space,  time  and  steps.  Heavy  cast  iron, 
white  porcelain  enameled.  Drainboards  are  interchangeable;  place 
over  sink  or  tub  as  desired.  Both  acid-resisting  enameled  and  chrom¬ 
ium  plated  drainboards  are  listed  separately  below. 

Has  low  8-in.  back,  to  fit  under  windows,  yet  afford  ample  protec¬ 
tion  for  wall.  8-in.  apron  front  for  beauty.  Sink  is  8  in.  deep;  laundry 
tub,  14  in.  deep.  On  42%x22%-in.  size,  tub  and  sink  compartments 
are  each  1714x1714  in.  On  5054x24%-in.  size,  compartments  are 
each  21 14x1 9 14  in.  Steel  wall  hangers  included.  Drainboard.  legs  and 
fittings  not  included.  Select  fittings  at  right.  Freight  Prepaid. 


Leading  Mixing  Faucet  Value  Cut  to 


*398 


The  finest  faucet  of  its  type  made!  Renewable 
seats,  quick  compression— ^opcns  to  full  stream  with 
quarter  turn.  Has  swinging  spout  with  removable 
anti-splash  strainer;  remoyable  self-draining  brass  soap  dish. 
Indexed  brass  handles.  Adjustable  for  7%  to  8|4-in.  center-to- 
center  openings.  Female  threads  tor  Y2- in.  pipe.  Made  ot  heavy 
red  brass.  Triple  coated — copper,  nickel  and  an  extra  heavy 
coat  of  chromium,  highly  polished.  Easily  cleaned  with  damp 
cloth.  Guaranteed  never  to  rust,  tarnish,  pit  or  peel. 

42  H  1  636— Shpg.  wt.,  5  pounds  8  ounces . JJi/O 


SEARS  CHROMIUM  PLATING  WON’T  PIT,  PEEL  or  TARNISH 

BUY  HOW!  EVERY  PRICE  REDUCED  10%  OR  MORE! 

Sears  Chromium  Plate  Renewable  Seats 


Sears  heavy  chromium  plate  faucets  won't  pit  and. 
peel  as  docheap  nickel  plate  and  inferior  chromium  plate. 
Sears  Chromium  Plate  retains  its  luster. 


Sears  renewable  valve  seals  make  the  life  of  a  Scars 
faucet  practically  unlimited.  It  is  at  the  scats  that 
greatest  wear  occurs.  Get  faucets  with  renewable  seats. 


Sensational  Value!  Reduced  to 

Quick-compression  mixing  faucet.  Made 
of  first  quality  red  brass,  chromium-plated, 
polished  to  a  smooth  glistening  finish  which 
will  never  lose  its  brilliance.  Will  not  rust — tarnish — 
pit  or  peel.  Easy  to  keep  clean  with  a  damp  cloth. 
Swinging  spout  has  built-in  anti-splasher.  Renewable 
seats.  Good  sized  chromium  plated,  self-draining  soap 
dish.  ^-in.  female  threads.  Flanges  adjustable  7%  in. 
to  854  in.  Shipping  weight,  5  lbs.  4  oz.  a  a  a  j- 

42  H  1  686 — Swing  Spout  Faucet . i 


Formerly  $3.45 !  Reduced  to 

Brass,  plated  with  tarnish-proof  chro¬ 
mium.  Quick  compression  type — full  stream 
with  '4  turn.  Swinging  spout  has  re¬ 
movable  strainer  to  minimize  splashing  and  catch  for¬ 
eign  particles.  Removable,  self-draining  stamped  brass 
soap  dish.  Renewable  bronze  seats.  Indexed  metal  han¬ 
dles.  .Adjustable  for  7%  to  8J4  in.  center-to-center  open¬ 
ings.  Vz-in.  pipe  connection.  Shpg.  wt.,  5  lbs. 

42  HI  602  QQ  *  42  H  1  603  *0  70 

With  Soap  Dish..  ..  JZ.  7  0  •  Without  Soap  Dish. .  /  7 


CHROMIUM  PLATED  TUBULAR  and  ANTI-SYPHON  TRAPS 


SINK 


FLOOR 


SINK  TT 

I' 

TFIAP^tV 
TO  l* 
WALL  ^ 

! 

|  Dull! 

inisjy 

PRICES  REDUCED! 

Chromium  plated.  Two  types — 
floor  or  wall — connected  as  shown. 
20-gauge  brass  tubing.  Adjustable  to 
any  angle.  Fit  any  standard  sink. 
With  flanges,  washers  and  brass  nuts. 
If  local  plumbing  code  requires  special 
traps,  write  for  prices. 


Prices 
Reduced  ! 

Anti-sy¬ 
phon  traps 
are  required 
by  plumbing 
codes  in  cer¬ 
tain,  local¬ 
ities.  Made 
of  17-gauge, 
semi-cast 
brass.  Has 
cleanout  for 
easy  removal 

of  any  stoppage.  Highly  polished 
chromium  plated  with  gleaming, 
mirror -like  finish.  Flange  included. 
114-inch  for  lavatories;  lj£-inch  for 
sinks. 


Polished 
Dull 
Fin. .  . 
Shpg.Wt 


To  Floor 


42H1537  $2.49 
42H1545  1.89 


3  lbs.5oz. 


To  Wall 

Catalog  No. 

Shpg.  Wt. 
Lbs.  Oz. 

Size 

In. 

Price 

42H1535  $1.69 

(A)42  H  1564  Wall 

3 

m 

$3.59 

| 

(B)42  H  1565  Floor 

3 

8 

i!4 

4.45 

42H1544  1.19 

(A)42  H  1566  Wall 

3 

1/2 

3.75 

2  lbs. 

(B)42  H  1567  Floor 

4 

l/2 

4.95 

Chromium  Plated  Basket  Strainers 


SINK 


ormerly  $2.19 
No  More  Clogged  Drains 

No  longer  any  need  to  scrape  up 
waste  particles  from  your  sink! 
Let  the  removable  basket  strainer 
catch  them  for  you.  A  slight  turn 
closes  the  stopper  so  sink  can  be  used 
for  washing  dishes.  Made  of  heavy 
brass,  chromium  plated.  Top  diameter, 
4 Vz  inches.  Shipping  wt.,  3  lbs.  2  oz. 

42  HI  527  —  Basket  Strainer 
for  SYz  to  4-inch  waste  outlet.  (T*  I  QO 
1  Yz x4-inch  tailpiece  included  .  I  ■  70 

Wide  Top  Plain  Strainer 


CUTAWAY. 
VIEW  OF 
BASKET 
STRAINER 


Price  Reduced 
OVER  10% ! 

4  (4 -inch  diameter. 
All  brass  construc¬ 
tion.  Chromium 
plated.  A  4-inch 
long  tail-piece  in¬ 
cluded,  for  1 -  i  n . 
trap.  This  strainer  will  fit  any  sink 
with  3>/2  to  4-inch  outlet. 

42  H  1  500  —  Shipping  QO 

weight,  1  pound  12  ounces . 7 


HOW  TO  ORDER 

Order  faucet  same 
size  as  inside  diameter 
of  pipe  it  is  to  fit. 


Include  Fittings 
with  other  Plumbing 
Material  on  Easy 
Terms — SeePage  1A. 


Chromium  Plated  Sink  Strainer 

PRICE  CUT!  Made  of  heavy  brass,  accurately 
machined.  Heavily  chromium  plated.  Large 
top,  3  inches  in  diameter.  Removable  strainer 
plate.  Fits  any  sink  with  2  or  21'2-inch  outlet. 
Easily  installed.  Tailpiece  for  1 1/2  -in.  trap 
included.  Tailpiece  4  in.  long.  CO 

42  H  1  51  8 — Shipping  wt.,  1  lb.  .  ..DVC 


Lever  Handle 
Price  Reduced  ! 

Quick  compression 
type.  Made  of  heavy 
cast  red  brass,  hea¬ 
vily  chromium  plated. 
Tarnish  and  rust 
proof.  Chromium 
plated  brass  lever 
handle  indexed  “Hot” 
olr  "Cold .”  State 
choice.  Female 
thread. 

42  H  1 61 3 

'A -in.  Shpg.  QQ 
wt.,  1  lb.  2  OZ..OVC 
94 -in.  Shpg.  QQ 
wt.,  1  lb.  4oz.  70C 


Cut  Price 
Adjustable  Flange 

Replaces  Fuller 
faucets.  Detachable 
shank.  Quick  com¬ 
pression  type.  Heavy 
cast  brass,  chromium 
plated.  Renewable 
bronze  seat.  State 
choice  of  “Hot”  or 
“Cold”  indexed  lever 
handle.  Male  thread. 

42  H  1  623 

y2 -In.  Shpg.  A  I  IQ 
wt.,  1  lb.8oz.  .  J  I  .  I  7 

94-in.  Shpg.  I  QQ 
wt.,  1  lb.  14 oz.  I  •  Z7 


T-Handle 

Price  Reduced  ! 

Heavy  cast  brass. 
Polished.  Threaded 
for  hose  connection. 
State  size. 

42  H  1 621 


Size 

Shpg.  Wt. 

Each 

y2-\n. 

94-In. 

1  lb.  4  oz. 

1  lb.  8  oz. 

59c 

69c 

42  H  1  622 

Plain  spout. 

Size  |  Shpg.  Wt. 

Each 

/2-In. 

94-ln. 

1  lb. 

1  lb.  4  oz. 

55c 

65c 

Consult  Sears 

Free  Estimating 
Service  if  you  have  a 
plumbing  problem. 
Sears  trained  ex¬ 
perts  will  give  you 
the  cost  of  the  im¬ 
provement  you  are 
considering.  Send 
for  information 
Blank  B8206H. 


Cat.  No.i 

Trap  iShpg.  Wt. 

Each 

42H1S82 

“S”  10  lbs.  8  oz. 

$1.59 

42H1581 

“P”l  5  lbs. 

.69 

Putty  Cup.  Dull  chromium 
plated.  Shpg.  wt.,  10  oz.  I  "7 

42  H  1  583  I  /C 


<?IET95  Two-Compartment 
Flat  Rim  Sink 

Newest  design  popular 
type  flat  rim  sink.  You  can  easily  see 
the  advantage  it  has  over  the  ordinary 
single  basin  sink.  You’ll  find  it  just 
the  thing  for  washing  dishes — with 
the  basket  strainer  in  one  side  you 
can  fill  that  basin  and  use  it  as  a 
dish  pan — then  you  can  rinse  the 
dishes  in  the  other  basin!  Spray 
them  with  hot  water,  let  them  drain, 
and  see  how  easily  they  can  be  dried. 

Each  basin  is  17x13)2  inches  and  7 
inches  deep.  Covered  with  glistening 
white.  Aristocrat  quality,  acid-re¬ 
sisting  enamel.  Over-all  size,  20x32 
in.  Fittings  include  one  42  H  1500 
and  one  42  H  1527  strainers  with 
connecting  waste  but  no  trap  or  fau¬ 
cets. 

42  HM  42  67 — Without  Fittings. 
Shipping  weight,  105  lbs.  $  1  5.95 

42  HM  4268  — With  Fittings. 
Shipping  weight,  115  lbs.  ..SI  9.95 


Showing  how  twin  compartment 
sink  shown  above  can  be  made  to 
form  part  of  a  charming  kitchen 
ensemble. 


Faucet  Washers 

Package  of  12  best  quality 
faucet  washers.  5  assorted 
sizes;  6  assorted  screws. 
Beveled.  Shipping  weight, 
2  ounces.  q 

42  H  1  682  OC 


PRICES  CUT  on  Heavy  Cast  iron  Sinks 


White  porce¬ 
lain  enameled  oyer 
cast  iron.  Underside 
rust-proof.  6  inches 
deep.  Drilled  for 
two-in.  strainer.  See 
our  (42H1518)  at  left. 


$369 

24x16  In. 

42  HM  4270— Without  Fittings. 

24x16  in.  Shpg.  wt.,  51  lbs .  $3. 69 

30x18  in.  Shpg.  wt.,  72  lbs .  4.09 

30x20  in.  Shpg.  wt.,  75  lbs .  4.89 

36x20  in.  Shpg.  wt.,  82  lbs .  7.95 

With  Center  Drain  (Shown  at  right) 
42  HM  42  69 — ^Vithout  Fittings. 

24x20  in.  Shpg.  wt.;  69  !bs . 5  6.50 

,30x20  in.  Shpg.  wt.,  75  lbs .  6.75 


42  HM  4269  Center 
Drain  Sink 

Same  as  42HM4270, 
except  is  acid-re¬ 
sisting,  centerdrain, 
and  drilled  for  4>A- 
in.  strainer. 

Not  Prepaid.  See 
listing  at  left. 


RIM  SINKS 

Prices  Cut! 

•  Light  weight 
and  durable. 

•  White  acid- 
resisting  enam¬ 
eled  surface  — ■ 
both  inside  and 
outside. 
Pressed  from 

Enamelite  metal, 
the  perfect  base  for 
everlasting  porce¬ 
lain  enamel  finish. 
Never  cracks, 
checks  or  blisters. 
Very  easily  cleaned 
with  damp  cloth. 
So  light  in  weight 
— easy  to  handle. 
6  in.  deep.  2-inch 
opening  for  strain¬ 
er.  For  strainers 
see  42  H  1518  at 
left. 


PUTTY 


CUP 


Cast  Iron  Traps 

Floor  or  wall  types.  Male  in¬ 
let;  female  outlet.  “P”  trap  to 
wail  has  brass  cleanout  plug. 


Seat  Dresser 

Price)  Cut!  Grinds  %,  Vz, 
%  and  %-in.  faucet  seats. 
Chromium  plated.  Shpg. 
wt..  10  oz.  Q Q- 

42  H  1  693  OyC 


Faucet  Seat  Dresser 

Fits  almost  all  faucets. 
Includes  %  and  94 -in.  cut¬ 
ters  and  6  assorted  wash¬ 
ers.  Shpg.  wt.,  12  oz.  OO. 

42  H  1  688  J7C 


ENAMELITE  METAL  FLAT 


$319 

24x16  In _ 

Use  this  sink  in  your  kitchen  ensemble. 
Add  59c  for  strainer  and  tailpiece. 

42  H  6200— State  size  wanted. 

24x16  in.  Shpg.wt.,  18  lbs .  S3. 19 

30x18  in.  Shpg.  wt.,  22  lbs .  3.69 

30x20  in.  Shpg.  wt.,  25  lbs .  4.19 

42  H  621  4 — As  above,  but  has  rounded 
corners.  White  enameled  inside,  black 
enameled  outside.  1114x16  in.  Weight, 
7  pounds . $1.29 


TRAP 

TO 

FLOOR 


TRAP 

TO 

WALL 


Slip  Nuts 

I  llustration  at 
right  shows 
how  to  con¬ 
nect  trap 
to  pipe. 

Slip  nuts  for  connecting  traps 
to  steel  pipe.  Cast  brass,  dull  nickel 
Complete  with  washer  and  friction  ring, 
iron  pipe  size  tor  lj^-in.  diam.  trap. 

42  H  1  502 — Shipping  weight,  2  oz. . 


plated. 

1  y2-in. 

I4c 


SAVE  ON  FREIGHT 


ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON.  BINGHAMTON,  N.  Y.  OR 
ROCHESTER,  N.  Y.  SEND  ORDERS  TO  BOSTON  ONLY. 


SEARS  ®  page  903 


Boy  all  pieces  of  3-piece  outfit  together 
and  get  a  5%  Discount!  This  5%  dis¬ 
count  also  applies  to  any  one  order  in¬ 
cluding  a  Bathtub,  Lavatory  and  Closet 
selected  from  Pages  906  to  910. 
Another  example  of  Sears  savings! 


ONE  OF 
THE  FINEST 
OUTFITS 
MONEY 
CAN  BUY! 
TO  BE 
USED 
WHERE 
CORNER 
TUB  IS 
NECESSARY! 


The  EMPRESS  Deluxe  Matched  Bathroom 

ur  most  beautiful  bathroom  outfit— the  EMPRESS, 
s  an  exclusive  Sears  design.  There  is  nothing  like  it 
sheer  beauty.  The  outfit  consists  of  the  Empress 
Recess  Tub  described  on  page  906,  Empress  Cabinet  Lavatory  on  Page  910, 
and  the  Empress  Biltmore  Closet  on  Page  909.  Order  at  one  time  you 
save  5%  more!  If  you  prefer  another  Empress  closet  or  lavatory  merely  add 
up  their  prices  and  deduct  5%. 


BUILDING 

SPECIAL! 


FREIGHT  PREPAID 


PREPAID 


:  # 

e# 

| 

i  i  1 

’ 

i 

U 1 

$QQ72  Bathroom 
prepaid  Outfits 

Exclusive  but  not  expensive- 
Why  be  satisfied  with  an  ordi¬ 
nary  bathroom  outfit  when  you 
can  own  the  distinctive  Empress 
at  less  money. 

Empress  Shower 

No  bathroom  is  complete 
without  a  shower.  See  Page  906. 


42  HM'4934—  EMPRESS  DeLuxe  Outfit 


RECESSED  TUB  (5-ft.)  Complete  (less  shower) . 
CABINET  LAVATORY,  Complete  with  fit¬ 
tings  and  trap  to  wall  and  supply  pipes  .  . . 
BILTMORE  CLOSET,  Complete . 

$49.95 

27.95 

27.95 

$1 05.85 
5.29 

Less  5%  Discount  for  3  pieces.. . 
Final  Price  (FREIGHT  PREPAID).. 
42  HM  5934 — Same  as  above  but  in  acid- 
resisting  Green  306,  Orchid  406  or  Ivory  701. 
State  color.  (5%  has  been  deducted) . 

$1 00.56 

1  25.78 

42  HM  4964— EMPRESS  Special  Outfit 

RECESSED  TUB  (5-ft.)  Complete  (less  shower).  $49.95 
PEDESTAL  LAVATORY,  Complete  with 

fittings  and  trap  to  wall  and  supply  pipes.  25.75 

REVERSE  TRAP  CLOSET,  Complete .  22.95 

Total  (Catalog  Price) .  $98.65 

Less  5%  Discount  for  3  pieces...  4.93 
Final  Price  (FREIGHT  PREPAID)..  $93.72 
42  HM  5964  — Same  as  above  but  in  acid-| 
resisting  Green  306,  Orchid  406,  or  Ivory  701. 

State  color.  (S  %  Discount  has  been  deducted)  $  1  16.94 


Numbers  after  colors  refer  to  Color-Graph  facing  first  Index  page. 


The  EMPRESS  Special 

If  you  prefer,  this 
EMPRESS  outfit  is 
lower  priced  than  the 
one  above,  yet  retains 
all  its  beauty.  This 
outfit  includes  the 
Empress  Pedestal 
Lavatory  shown  on 
Page  910  and  the  Em¬ 
press  Reverse  Trap 
Closet  on  Page  909. 


FOR  BATHROOM  TILE,  SEE  PAGE  897 


MODERN 

UP-TO- 

DATE 

BUILT-IN 

BATHROOM 

FIXTURES 


BUILDING 

SPECIAL! 


PREPAID 


THE  MONTPELIER  OUTFIT 


A  FINE 
BATHROOM 
OUTFIT- 
SECOND 
ONLY  TO 
THE 

Empress 


r~ 


FREE 


PLUMBING  INSTRUCTION 
BOOK! 


Our  staff  of  plumbing  experts 
— who  have  handled  every  kind 
of  plumbing  problem— has  pre¬ 
pared  an  instruction  booklet 
which  shows  how  to  install 
plumbing  fixtures.  It  is  so 
simple  to  understand  that  any¬ 
one  handy  with  ordinary  tools 
can  make  a  plumbing  installa¬ 
tion.  Step  by  step  this  book 
shows  how  to  make  every  joint, 
every  connection — it’s  profuse¬ 
ly  illustrated  and  simply 
written  so  you  can  do  the  job 
easily. 

Note  the  illustrations  at 
right  which  are  a  few  of  the 
many  shown  in  this  instruction 
book  which  is  included  with 
each  order  requiring  its  use, 
but  if  you  wish  to  see  it  before 
you  buy,  write  for  FREE  book, 
B11768H. 


FROM  SEARS  IN  PLANNING 
YOUR  PLUMBING  INSTALLATION 


Free 

Plumbing 

Estimate 

Write  today  for  our 
Modern  Plumbing 
Estimate  Blank 
B8206H  shown  atleft. 
See  for  yourself  how 
easy  it  is  to  make  a 
simple  floor  plan  on 
this  specially  pre¬ 
pared  blank.  Every¬ 
thing  we  need  to 
know  to  supply  an 
accurate  estimate  is 
asked  of  you  in  this 
blank.  After  filling 
it  out,  send  it  in  and 
our  plumbing  experts 
will  furnish  you  with 
a  surprisingly  low 
cost  estimate. 


Plans  Furnished 

When  we  receive  your  or¬ 
der  for  a  plumbing  system, 
we  draw  up  a  complete, 
easy-to-follow  set  of  blue¬ 
prints  should  it  be  neces¬ 
sary,  showing  how  to  install 
your  particular  install¬ 
ation. 

Tools  Loaned 

Include  deposit  of  $30 
with  order.  When  finished 
return  tools  and  we'll  re¬ 
fund  deposit. 

If  using  Easy  Payment 
Plan,  add  tool  cost  to 
plumbing  material  and  fig- 
u  re  deposit  on  total 
amount.  See  Page  1A.  Re¬ 
turn  tools  within  30  days 
and  we’ll  credit  your  ac¬ 
count. 


PAGE 


904  ®  SEARS 


Fnct  Froinht  I  ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON,  ROCHESTER,  OR  BINGHAMTON,  N.  Y. 
TUST  rre,9n1,  COLORED  WARE  SHIPPED  FROM  CAMDEN,  N,  J.  ONLY.  SEND  ORDERS  TO  BOSTON  ONLY. 


SEARS  CONTRIBUTION  TO  NATIONAL  FHA  BUILDING  CAMPAIGN 


BUILDING 

SPECIAL! 


on  Complete  Bathroom  Outfits! 

Below  are  given  prices  on  the  assembled  outfits  with  the  5% 

Discount  deducted.  If  you  should  desire  to  make  up  a  bath¬ 
room  outfit  of  your  own  selection,  you  can  follow  the  same 
plan  in  Figuring  the  5%  discount  to  which  you  are  entitled. 

Bathroom  outfits  are  priced  without  supply  pipes  because 
you  might  have  old  ones  you  want  to  use. 

GUARANTEED  ARISTOCRAT 
QUALITY 


By  every  test,  and  every  standard,  there 
is  no  finer  vitreous  chinaware  and  plumb¬ 
ing  enamelware  than  Sears  ARISTOCRAT 
quality.  It  surpasses  every  specification 
established  by  the  U.  S.  Bureau  of  Stand¬ 
ards  and  Sanitary  Enamelware  Association. 


Here  and  on  the  opposite  page  we  show  eight  outfits 
made  up  of  bathtubs,  lavatories  and  closets  shown  on 
Pages  906  to  910  inclusive  to  show  you  how  little 
an  outfit  costs,  and  how  it  will  appear  in  your  home. 
The  fixtures  can  be  rearranged  to  suit  the  space  you 
have  for  them.  Also,  you  can  make  up  other  combina¬ 
tions.  If  you  buy  at  one  time  a  regular  outfit  from  this 
page  or  make  up  an  outfit  consisting  of  bathtub, 
lavatory  and  closet,  you  are  entitled  to  a  special  dis¬ 
count  of  5%.  Below  we  show  you  what  these  discounts 
mean  in  savings. 


jpGMH  mas 
■ 


See 


Page 


1A 


m  mm  M 


P^r 


BUILDING 

SPECIALl 


$6654 


freight  prepaid 
- —  — - 


THE  PURITAN 
OUTFIT 


Important  —  Read  Carefully 

These  bathroom  outfits  are  priced  complete  with 
fittings  and  seats  but  without  supply  pipes.  Because 
you  may  have  a  different  idea  as  to  style  and  type  of  fit¬ 
tings  you  want,  you  can  make  your  own  choice  from 
pages  on  which  fixtures  and  fittings  are  individ¬ 
ually  illustrated  and  described — 906  to  910.  All 
prices  on  this  page  are  for  WHITE  ONLY.  For. 
colored  ware  see  pages  on  which  individual  pieces 
are  shown.  Supply  pipes  are  not  included — see 
prices  below. 


Sears  Have  Many  Outfits  to  Choose  From 

42  HM  4967— MT.  VERNON— Complete,  less  supply  pipes.  4 2  HIM  4 9 7 2— PURITAN—  Complete,  less  supply  pipes- 

CONCORD  TUB  (5-ft.L.H.),  Fittings  42H7083.|<E<ifi  An 
STANDISH  LAVATORY  (19x17  in.),  with  Fit-  a>^b,4U 

tings  Number  42H7212 . 

EUCLID  CLOSET  with  Seat  42H340S . 


Total  (Catalog  price) . . 

Less  5%  for  3  Pieces . 

Final  Price  (FREIGHT  PREPAID) . 

42  HIM  4968  7 — Same  as  above  but  with  R.H. 
Tub.  ^5%  Discount  has  been  deducted) . 


1  1  .90 
1  7.04 


S75.34 

3.77 


S71 .57 
$71 .57 


42  HM49444 — BENNINGTON — Complete,  lesssupplypipes. 


LEXINGTON  TUB  (S-ft.  R.H.),  Fittings  42H7083 . . 
STANDISH  LAVATORY  (22x19  in.),  with  Fit¬ 
tings  42H7214 . 

EUCLID  CLOSET  with  Seat  42H3405 . 

Total  (Catalog  price) . 

Less  5%  for  3  pieces . 

Final  Price  (FREIGHT  PREPAID) .  . 
42  HM  49455  — Same  as  above  but  with  L.H. 
Tub.  (5%  Discount  has  been  deducted) . 


$42.70 

1  5.30 
1  7.04 


$71 .29 
$71  .29 


42  HM  49466 — MONTPELIER — Complete,  lesssupplypipes. 

LEXINGTON  TUB  (5-ft.  R.H.),  Fittings  42H  7083~ '$4  2  770 
MAYFLOWER  LAVATORY.  Fit  tings  42H  7214  ,  22.80 
ELITE  CLOSET  with  Seat  42H3405  .  24.07 

Total  (Catalog  price) .  $89.57 

3  t 


Less  5  %  for  3  pieces 

Final  Price  (FREIGHT  PREPAID) . 

42  HM  49477  — Same  as  above  but  with  L.H. 
Tub  (5%  Discount  has  been  deducted) . 


4.48 


$85.09 

$85.09 


LEXINGTON  TUB  (5-ft.R.H.),  Fittings  42H7083.. 
STANDISH  LAVATORY  (19x17  in.),  with  Fit- 

$42.70 

11.90 
1  5.44 

FAIRFIELD  CLOSET  with  Seat  42H3405. . .  . 

$70.04 

3.50 

Final  Price  (FREIGHT  PREPAID) . 

$66.54 

$66.54 

42  HM  4973 — Same  as  above  but  with  L.H. 
Tub.  (5%  Discount  has  been  deducted) . 

42  HM  4952—  DELMAR — Complete,  less  supply  pipes. 

BROOKSIDE  TUB  (4!/2-ft.),  Fittings  42H7035. 
PENTWATER  LAVATORY,  Fittings  42H7252 
FAIRFIELD  CLOSET  with  Seat  42H3424.  .  .  . 

Total  (Catalog  price)  . 

Less  5%  for  3  pieces . 

Final  Price  (FREIGHT  PREPAID) . 

42  HM  4954 — Same  as  above  with  5-ft.  Tub. 
(5%  Discount  has  been  deducted) . 

$1  7.95 
9.40 
1  3.95 

$41.30 

2.07 

$39.23 

$41 ,13 

42  HM  4960 — PLYMOUTH — Complete,  less  supply  pipes. 

MONTICELLO  TUB  (5-ft.),  with  fittings . 

STANDISH  LAVATORY  (19x17  in.),  with  fit¬ 
tings  42H7212 . 

EUCLID  CLOSET  wit  h  Seat  42H3405 . 

$27.95 

1  1  .90 

1  7.04 

$56.89 

2.84 

Less  5%  for  3  pieces . 

Final  Price  (FREIGHT  PREPAID) . 

354,05 

OUTFIT 

•  OUR  LOW  1ST  PRICED 
BATHROOM  OUTFIT! 

•  GENUINE  ARISTOCRAT 
QUALITY  THROUGHOUT! 


Lavatory  trim  includes  trap  to  wall— -for  trap  to  floor  add  49c. 

Chromium  Plated  Supply  Pipes  for  Bathroom  Outfits 


[Cat.  No. 

Description 

Shpg.  Wt. 

Price  Cat.  No.  |  Description 

Shpg.  Wt. 

Price 

42  H  1507 
42  H  1508 
42  H  1528 
42  H  1529 

For  MONTICELLO  Tub  only.. .  .  (pr.) 

For  BROOKSIDE  tub  only .  (pr.) 

Closet  Supply  Pipe  to  Wall .  (ea.) 

Closet  Supply  Pipe  to  Floor.. .  .  (ea.) 

2  Ibs. 

3  Ibs. 

1  lb.  8  oz. 

1  lb.  8  oz. 

$1.39  42  H  1550  Lavatory  Supplies  to  Wall . (pr.) 

1.49  42  H  1551  Lavatory  Supplies  to  Floor . (pr.) 

.65  42  H  1553; Floor  Suppliesfor  MAYFLOWER,  (pr.) 

.49 

2  Ibs. 

2  Ibs.  8  oz. 

3  Ibs.  12  oz. 

$1.65 

1.66 

1.98 

For  heavier  type  lavatory  and  tub  suoDly  pipes  as  required  in  some  communities  by  local  plumbing  codes — See  Pages  907  and  910. 


Modernize  Your  Bathroom  on  Sears  Easy  Payments — See  Page  1A 


! 


BEAUTIFY-MODERNIZE-MEDICINE  CABINETS  AT  LOW  COST! 


Price  Reduced! 

White  <£>159 
enamel  steel  JpAA*"'  w 
recess  cabi-  ■ 
net.  Double  strength 
mirror  15%x22!4  in. 
Toothbrush  holder.  Two 
steel  shelves.  Wall  open¬ 
ing  13%xl8%x3%  in. 
Shpg.  wt.,  IS  ibs. 

42  H  3444  $4.59 

42  H  3490  — Similar 
but|smaller.  Mirror  13% x 
20  in.  Cabinet  12%x 
17%x3%  in.  Shpg.  wt.. 
12  lbs . $3.1  9 


Reduced  to 


98c 


The  low-  | 
est  priced 
good  qual¬ 
ity  medicine  cabinet 
that  we  know  of! 
Can  be  hung  on  wall 
in  a  jiffy.  Ideal  for 
trailers  and  summer 
camps.  Mirror  door, 
11x14  in.  Shock- 
proof  glass.  Cabinet 
size  10'%6.\14x3!4  in. 
Made  of  steel;  white 
enameled  finish  in¬ 
side  and  outside. 
One  built-in  steel 
shelf.  Shipping  wt., 
5  pounds. 

42  H  3436 
98c 


Sensational  Offer 

White 

enamel  steel  ' 

medicine  cab-  -*■ 
inet,  wall  type,  size  13%x 
1814x4)4  in.  Neatly  de¬ 
signed  double  strength 
mirror,  13%x20)4  in.  2 
steel  shelves  .Tooth-brush 
holder.  Shipping  weight, 
12  pounds. 

42HM  3448  $2.47 

42  H  3485— Smaller 
mirror,  12x17%  in.;  cab¬ 
inet  Il%xl5%x3%  in.  No 
toothbrush  holder.  Shpg. 

wt.,  6  lbs . $1  .89 


V  $I575 


Sears  “Three-View"  Mirror  Cabinet 

Recessed  type.  Finest  made,  steel,  white 
baked  enamel  finish.  Easy  to  keep  clean.  Four 
glass  shelves.  Wall  opening  14!4xi8)4  in. 

Modern  design,  first  quality,  highly  polished 
plate  glass  mirrors  with  chromium  piated 
frame.  Center  mirror,  16x24  in.  Adjustable 
wing  mirrors  7  J4x23  in.  Piano  type  hinge. 

42  H  3432— Shpg.  wt.,  40  lbs.$1  5.75 

42  H  3431 — Less  wings. 

Shipping  weight,  25  pounds .  8.95 


Venetian  Design 
Price  Reduced  to 

Gives  your 
bathroom 
beauty.  Re¬ 
cessed  type.  Steel  with  white 
baked-on  enamel.  Polished 
plate  glass  mirror,  16x24 
inches,  with  beveled  edges. 
Delicate  wheel  engraved  de¬ 
sign.  Two  round-edge  re¬ 
movable  glass  shelves.  Tooth¬ 
brush  holder.  Used-razor- 
blade  slot.  Size  wall  opening 
needed,  13!4xl9J4x3  inches. 
Shipping  weight,  29  pounds. 
42  H  3425 . $7.95 

Same  as  above,  except  it  is 
larger.  Cabinet  size  15J4x 
21)4x3  inches,  mirror  size 
18x26  ipches.  Has  3  round- 
edge  removable  glass  shelves. 


42  H  3433— Shpg.  wt„  35  lbs . $10.75 


DeLuxe  Wall  Cabinet 
Cut  Price! 

Body  has  rounded 
corners.  Two  bulb- 
edge.glassshelves.  Baked-on  white 
enamel  finish.  Improved  catch  and 
concealed  hinges.  Door  removable 
for  easy  installation.  Outside  mea¬ 
surements,  13!4xl8x4J4  in.  Cur¬ 
ved,  Venetian  type,  crystal  glass 
mirror  14x20in.  Mirrorcompletely 
conceals  cabinet.  Shpg.  wt. ,  1 4  lbs. 

42  H  3430 . $4.49 


CACT  CDCirUTI  ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  ROCHESTER, 

rA)i  rKCiuni!  boston,  or  binghamton,  n.  y.  send  orders  to  boston  only. 


SEARS 


Build!  Remodel” 

The  Aristocrat  seal  on  enamel  ware  means  the  finest  made. 

No  matter  what  you  pay  you  cannot  buy  finer  quality.  Aristo¬ 
crat  enamel  ware  surpasses  every  specification  established  by 


Says  Uncle  Sam 

the  Sanitary  Enamel  Ware  Mfg.  Association.  Aristocrat  qual¬ 
ity  glistening  porcelain  enamel  will  always  retain  its  brilliance, 
constant  use  will  not  dull  its  rich  luster  in  the  least. 


See  Page  1  a/ 


RIGHT 

HAND 


RIGHT 

HAND 


■ 


Jr'- 


CHROMIUM  PLATED  FITTINGS 


CONCORD  Corner  Tub 


The  LEXINGTON  Built-in  Recess  Bathtub 


BUILDING 
SPECIAL ! 

*3I25 

-ft.  Without  Fittings 


The  LEXINGTON  is  a  modern  Colo¬ 
nial  design  bathtub  for  a  real  luxury 
bathroom,  yet  at  Sears  this  tub  costs 
less.  Made  in  one-piece  of  cast  iron 
heavily  coated  with  white  Aristocrat 
porcelain  enamel  inside  and  outside.  For 
installation  between  two  walls,  fitting 
snugly  to  wall  and  floor,  sanitary  and 
easy  to  keep  clean.  No  water  or  dust 
can  get  under  it.  Order  tub,  lavatory 
and  closet  and  save  5%.  See  Page  904. 

DIMENSIONS:  Width,  31  in.;  17  in. 
deep  inside:  ht.  18  in.;  4 Li.  5  or  5)4  ft. 
long.  Tub  illustrated  is  right  hand. 

Tub  is  priced  with  and  without  fittings.  42  H  7083 
If  you  do  not  want  chain  and  rubber 


FITTINGS: 

fittings  are  described  at  right 

stopper  order  42  H  7087  fittings  at  right,  and  tub  only. 

NOTE  small  illustration  at  right  above  showing  difference  between 
right  and  left  hand  tubs. 

The  LEXINGTON  can  also  be  furnished  in  acid-resisting  enamel. 
Green  306,  Orchid  406,  Ivory  701.  For  color  add  $8.75.  Numbers 
after  color  names  refer  to  "Color-Graph”  facing  first  index  page. 
State  length  and  color  wanted. 

FREIGHT  PREPAID  on  this  tub  to  your  freight  station.  Also 
sold  on  Easy  Payments,  see  Page  1A  for  details. 


Chromium  Plate*1 
All  Brass  Fltt,in,’Sj 

Set  includes  hot  and 
cold  water  valves  on  6- 

in.  centers,  j.1?8 con nec ted  waste 


Length 
of  Tub 
Feet 

With  Right-Hand  Openings  (lllust.) 

With  Left-Hand  Openings 

42  HM  4492 

Without  Fittings 

42  HM  4488 

With  Fittings 

42  HM  4493 

Without  Fittings 

42  HM  4489 

With  Fittings 

4/2 

5 

5 14 

$31 .25 
33.75 
37.95 

$40.20 

42.70 

46.90 

$31 .25 
33.75 
37.95 

$40.20 

42.70 

46.90 

THE 

II 


BUILT-IN  BATHTUB 


<5)  CENTER  DRAIN 
LESSENS  DANGER 
OF  SUPPING 
AND  MAKES  TUB 
ROOMIER. 


5-ft.  Without  Fittings 
FREIGHT  PREPAID 


The  same  design,  construe" 
tion,  dimensions  and  beauty 
as  the  Lexington  sl)own  at 
left.  Where  the  shape  of  your 
room  is  such  that  a  full  recess 
tub  cannot  be  used,  this  tub 
has  all  the  advantages  of  the 
Lexington.  Priced  with  and  without  fittings.  If 
you  do  not  want  chain  and  rubber  stopper  fur¬ 
nished  regularly,  order  42  H  7087  at  left  and  tub 
without  fittings.  Order  42  H  7080  if  fittings  are 
for  exposed  end  of  tub. 

Save  5%.  If  you  order  tub,  closet  and  lava¬ 
tory  at  one  time,  5%  discount.  See  Page  904  for 
details.  Shipped  FREIGHT  PREPAID. 

Also  furnished  in  acid-resisting  Green  306, 
Orchid  406  or  Ivory  701,  add  $9.35.  State  color. 
Numbers  after  color  names  refer  to  COLOR- 
GRAPH  facing  first  pink  index  page. 


Exposed  Fittings 

For  exposed 
end  of  CON¬ 
CORD  tub. 
Chromium  plat- 
ed  over-rim 
spout  and  waste 
and  overflow. 

42  H  7080 

liS";.$17J95 


DeLuie  Fltt‘“gas 

Exactly  the  same  as 
42  H  7083  above,  plus 
a  trip  lever  which  ehm 
fnates  the  chain  and 


Length 
of  Tub, 
Feet 

Drilled  for  Concealed  Fittings 

Drilled  for  Exposed  Fittings 

L.  H.  Corner 

42  HM  4439 
Without  Fittings 

R.  H.  Corner 

42  HM  4440 

Without  Fittings 

L.  H.  Corner 

42  HM  4485 

Without  Fittings 

R.  H.  Corner 

42  HM  4486 

Without  Fittings 

5 

5'A 

$37.45 

42.25 

$37.45 

42.25 

$37.45 

$37.45 

42  HM  4435 

With  Fittings 

42  HM  4436 

With  Fittings 

42  HM  4429 

With  Fittings 

42  HM  4428 

With  Fittings 

5 

5!4 

$46.40 

51  .20 

$46.40 

51  .20, 

$55.40 

$55.40 

A  SEARS  SHOWER  FOR 


®  BUILT-IN  SEAT 
OFFSET  (SVi  in.} 
OUTSIDE  OF  TUB. 


BUILDING 


SPECIAL 


$4095 

“T  m  Compl 


plete 


PRF.PAI 


Every  Price 
REDUCED! 


©  BUILT-IN 

SELF-  DRAINING 
SOAP  DISHES. 


America's  Finest  —  Priced  Under  Last  Catalog! 

FORMERLY  $53.50!  Again  "America's  most  beautiful  bathtub,” 
and  yet  the  EMPRESS  costs  less  than  ordinary  tubs  elsewhere.  The 
picture  tells  its  story  of  beauty,  but  there’s  more  than  beauty  to  it — 
it’s  made  of  heavy  cast  iron  coated  with  Aristocrat  porcelain  enamel — 
it  will  always  retain  its  glistening,  smooth  surface.  It  has  the  three 
exclusive  features  shown  above,  and  matched  with  one  of  the  EMPRESS 
Lavatories  on  Page  910  and  EMPRESS  Closet  on  Page  909,  you  will 
have  the  most  beautiful  bathroom  obtainable! 

36  in.  wide  overall— 4  in.  wider  than  most  tubs.  Only  16  in.  high,  2  in. 
lower  than  other  tubs.  Equipped  with  black  bakelite  and  chromium 
plated  supply  fixture  on  11-in.  centers,  and  a  concealed  overflow.  Han¬ 
dle  operates  waste.  FREIGHT  PREPAID.  fy)Q  qp 

42  HM  4481 — 5-ft.  tub,  complete  with  fittings . w*T7.  7  J 

42  HM  5481 — Same  as  42  HM  4481  but  in  acid-resist-  CQ  QC 

ing  Green  306,  Orchid,  406  or  Ivory  701.  State  color .  J7.7J 

Numbers  after  color  names  refer  to  COLOR-GRAPH  facing  first 
index  page.  For  Easy  Payments,  see  Page  1A. 


EMPRESS 
Shower  Outfit 

All  brass,  chro¬ 
mium  plated, 
built-in  shower 
on  11-in.  centers 
for  Ti-inch  pipe. 
Includes  5)4 -ft. 
straight  shower 
rail,  but  no  cur¬ 
tain  or  hooks. 
Black  Bakelite 
handles.  Adjust¬ 
able  water  sav¬ 
ing  head.  Shpg. 
weight,  13  lbs. 

Not  Prepaid.fffl  QC 
42HM1676$J.39 


Reduced  +  "-7  05 
to. _ */ 

Single  Valve  Shower 

Consists  of  finest  mix¬ 
ing  valve,  water  saving 
swivel  joint  shower  head, 
arm  and  flange.  All  made 
of  brass  heavily  chro¬ 
mium  plated.  By  turning 
handle  desired  tempera¬ 
ture  of  water  is  obtain¬ 
able.  For  '/2  -in.  pipe  con¬ 
nection.  Pipe  not  in¬ 
cluded. 

Shpg.  wt„  6  lbs.  $7  nr 

42  H  1678  5  /. 7J 

42  H  1  658— Water 
saving  shower  head,  arm 
and  flange.  &  I  TC 
Shpg.  wt.,  2  Ibs.J  I  •  /  J 

42  H  1  659— Water 
saving  shower  head  only. 
Shpg.  wt.,  1  lb.  .  $1  .39 


Built-in  Bathtub 
and  Shower 
Installation. 

The  above  sketch  il¬ 
lustrates  the  simplicity 
of  an  installation  of  a 
two- val  ve  concealed  show¬ 
er  over  a  built-in  tub. 
Only  the  handles  and 
shower  head  are  exposed. 
(A)Shower  Unit;  (B)  Cold 
water  supply  pipes.  Hot 
water  supply  pipes  at  left. 
(C)  Waste  and  overflow 
pipe. 


Two-Valve  Shower 

Outfit  consists  of  brass 
chromium  plated.  3ii-in. 
swivel  head,  shower  arm 
with  square  flange,  and 
two  shower  valves  on  6-in. 
centers,  with  chromium 
plated  handles  and 
square  flanges.  Face  of 
head  may  be  removed  for 
easy  cleaning.  For  ii-in. 
pipe.  Pipe  not  included. 
Shpg.  wt.,  8  lbs.  (f7  A  C 
42  H  1652 

42  H  1  605— Same, ex- 
cept  with  water-saving 
head  like  head  used  on 
42H1678at  left. <£7  7  c 
Shpg.  wt.,  8  lbs. .  .  ^  /  •  /  J 

3  '/2  - 1  n .  Shower  Head, 
Arm  and  Flange  Only. 

Chromium  plated.  Shpg. 
wt.,  2  lbs.  £1  QQ 

42  H  1653.  il.oV 


i  — . (g) 


Made  of  finest  I- 
in.  extra  heavy  brass 
tubing.  Heavily  chro¬ 
mium  plated — will 
not  rust. 


Screws  and  brass  wall  flanges  included.  Shower  curtains  on  Page  569, 

(A)  42  H  1  664 — “L”  for  corner  tub.  5-ft.  Can  be  used  on  5  tfio  IQ 

or  5}£-ft.  tubs.  Shipping  weight,  5  pounds . 7 

(B)  42  H  1  663 — Straight,  for  recess  tubs.  If  only  a  I  QQ 

5-ft.  recess  is  available,  cut  off  6  in.  Shpg.  wt.,  3  lbs.  8oz .  I. /  O 

(C)  42H,1648  — Curtain  Tleback  Hook  and  Chain.  Screws 

supplied.  Shipping  weight,  3  ounces . 


35c 


PAGE  906  ®  SEARS 


All  Merchandise  on  page  unless  otherwise  stated.  Shipped  from  BINGHAMTON.  N.  Y.,  ROCHESTER 
or  BOSTON.  Colored  bathtubs  shipped  from  CAMDEN,  N.  J.  Send  orders  to  BOSTON  only. 


SEARS  PRICES  WILL  SAVE  YOU  MONEY 

Save  5%  More!  Order  a  Closet  and  Lavatory  With  Your  Tub— See  Page  905 


The  MONTICELLO 


Tlie  only  leg  tub  having  the 
four  features  listed  at  right. 

Although  lower  than  other  leg 
tubs,  the  depth  of  water  to 
overflow  is  the  same.  One-piece 
cast  Iron,  Aristocrat  porcelain 
enameled  inside  and  over  rim. 

Outside  is  primed  for  coat  of 
paint.  PREPAID. 

Order  with  lavatory  and 
closet  and  receive  5%  discount. 

See  Page  90S.  Also  furnished 
in  acid-resisting  Green  306, 

Orchid  406,  or  Ivory  701,  as  shown  on  COLOR-GRAPH 
facing  first  index  page.  State  color.  Same  color  of 
paint  on  outside  of  tub.  Supply  pipes  not  included. 


(A)  Semi-flat  bottom, 
—  to  guard 
against  slipping. 

(B)  4  in.  lower  from 
floor  to  top; 
easier  to  get  in 
and  out. 

(C)  Roomier  because 
of  straight  sides 
and  ends. 

(D)  3-in.  rim — seat 
for  footbaths. 


Length 

Height 

Depth 

Width 

White  Enameled 

Green,  Orchid,  Ivory 

Over- 

Over- 

In- 

Over- 

42HM4401 

42HM4400 

42HM5401 

42HM5400 

all, 

all. 

side, 

all, 

Without 

With 

Without 

With 

Feet 

Inches 

Inches 

Inches 

Fittings 

Fittings 

Fittings 

Fittings 

4’A 

16 

12 

29 

$18.95 

$24.95 

$23.70 

$29.70 

5 

18 

14 

30 

21.95 

27.95 

27.45 

33.45 

Chromium  Plated  Supply  Pipes  for  the  MONTICELLO 

(A)  42  H  1  507 — Slip  joint  supplies.  Complete  with 

slip  nuts  and  flanges.  Fits  Z2 -in.  pipe.  f  I  Q O 

Shipping  weight,  2  lbs.  Pair . Jl.  J7 

(B)  42  H  1  51  O— Threaded,  full  !4-in.  iron  pipe  size 

required  by  some  codes.  Complete  with  flanges.(p  I  Q  C 
Shipping  weight,  6  pounds.  Pair . J>  I  .  O  J 


For  Monticello  bath¬ 
tub  only.  New  Art  de¬ 
sign  fittings  include 
chromium  plated  over- 
the-rim  faucet  with 
hose  connection  and 
tailpieces,  waste  and 
overflow  with  chain, 
and  rubber  stopper. 
Supply  pipes  not  in¬ 
cluded.  For  supply 
pipes  see  below  at  left. 


EVERY  KIND  OF  BATHROOM 


Price 
Reduced! 

“E-Z  Add” 
Shower. Ad¬ 
justable  wa¬ 
ter-saving 
head.  Brass, 
chromium 
plated .  Re¬ 
places  bath 
faucet.  Di¬ 
verter  valve 
lets  water 
flow  to  tub 
or  to  show¬ 
er.  Rectang¬ 
ular  curtain 
ring  24  x  42  in.,  with  two 
18-in.  supports  for  wall 
and  ceiling.  Takes  two 
78x66-in.  curtains.  Cur¬ 
tain,  pins  not  included. 
Shpg.  wt.,  18 

42  H  1671.SI4.85 

Utility 
Shower 

For 
basements 
factories, 
etc.  Rough 
nickel 
plated, 
two  valve 
type  for 
Vi  -in.  sup¬ 
plies  from 
either 
floor  or 
ceiling. 
Has  wall  brackets  and 
removable  aluminum 
soap  dish.  24-in.  goose¬ 
neck  riser  pipe  with 
4-inch  brass  ball  joint 
shower  head.  Brass  mix¬ 
ing  valve  2 %  in.  center 
to  center.  Shipping 
weight,  6  lbs. 

42 H 1625.  $3.19 


30-In.  Portable  Shower 
With  Water-Saving  Head 

Chromium  plated  swivel- 
type  head  adjustable  for  vary¬ 
ing  spray.  Install  in  15 
minutes.  Rigid  wall  bracket 
at  top  supports  brass  shower 
head  and  curtain  frame.  5-ft. 
rubber  tube  connection  slips 
on  faucet.  Complete  with 
8-oz.  double-stitched,  double- 
fllled,  white  duck  curtain, 
102x66  in.,  curtain  pins  and 
wall  screws.  r\f\ 

42  H  1675— Wt.,  9  lbs  .bO.Z7 
42  H  1674— Same,  less 
curtain.  Wt.,  6  lbs.  8  oz. 


4.19 


24-Inch 

Portable  Shower 

Similar  to  shower 
at  left  but  has  i'A- 
in.  cast  brass  chro¬ 
mium  plated  station¬ 
ary  shower  head.  Has 
24-in.  curtain  ring. 

42 HI  677— With¬ 
out  curtain  but  with 
pins.  Shpg. QQ 
wt.,  6it>s. .  Jz.yo 

42  H  1679— With 
double-filled  white 
duck  curtain,  78x66 
in.  Shpg.  IQ 

wt.,  8  lbs..  I  7 


Bring  city  conveniences  to  your  home, 
summer  cottage,  tourist  cabins — even  ho¬ 
tels.  No  trick  to  install  it.  Instructions 
included.  Strong  steel  panel  sides  finished 
in  dark  gray-green  baked-on  enamel.  Double 
reinforced  galvaneal  steel  base  (rust-resist¬ 
ing).  Complete  with  2- valve  chromium 
plated  supply  fixture  and  chromium  plated 
brass  soap  dish,  latest  design,  adjustable 
water-saving  head,  heavy  white  duck  cur¬ 
tain,  hooks,  first  quality  rubber  floor  mat 
prevents  slipping,  4% -in.  brass  strainer,  for 


*3595 


No  matter  what  you  pay,  you  can’t  get  finer  quality.  The 
BROOKSIDE  is  a  heavy  cast  iron  tub.  Heavily  coated  on 
inside  and  over  rim  with  Aristocrat  quality  enamel — glisten¬ 
ing  white,  smooth-fused  into  the  iron,  baked  on  at  tempera¬ 
ture  of  1800°  F.  Outside  is  painted  with  a  prime  coat,  ready 
for  a  finishing  coat  of  Sears  bathtub  enamel  (See  Page  956). 
Depth,  17  in.  Cast  iron  legs.  Room  underneath  to  clean 
with  broom  or  mop.  26  or  3U  in.  wide.  30-in.  tub  can  be  fur¬ 
nished  in  4-ft.  length  at  same  price  as  A/2  -ft.  tub. 

Two  choices  of  fittings.  (See  description  at  right.)  5% 
discount  if  tub  is  ordered  with  lavatory  and  closet.  See  Page 
905  for  details.  Supply  pipes  not  included  in  prices  below. 
Order  them  separately.  Freight  Prepaid.  Read  about 
Sears  Easy  Payment  Plan  on  Page  1A. 


Length 

of 

Tub, 

Feet 


4j* 

5 

5L4 


30-in.  Width;  3-in.  rim. 

42  HM4412 
Without 
Fittings 

42HM4430 
With  42  H  7035 
Fittings 

$14.50 

1  6.95 
21  .OO 

$1  7.95 
19.95 
24.50 

26-in.  Width;  2-in.  rim. 


42HNM16 
Without 
Fittings _ 

“$14750 

16.95 


42HM4431 
With  42  H  7035 
Fittings _ 

~$1 7.95 
19.95 


All-Brass  Bathtub  Supply  Pipes,  Chromium  Plated 

(C)  42  H  1  508  — Double  offset  slip  joint  supply  pipes. 
21  in.  long.  Complete  with  flanges  and  couplings. I  AQ 
For  J4-in.  pipe.  Shipping  wt.,  3  lbs.  Pair . #1»“7 


(D)  42  H  1  509 — Double  offset  '/2-in.  full  iron  pipe  size 
supply  pipes.  21!4-in.  long.  Complete  with  flanges  and 
couplings.  Required  by  some  Plumbing  Codes,  OQ 
Shipping  weight,  3  lbs.  8  oz.  Pair . 4>Z.Z7 


(A)  42  H  7035— Fau¬ 

cet,  waste  and  overflow. 
No  supply  pipes.  A" 7 

Shpg.  wt.,7  lbs. . .  / 

(B)  42  H  7034— Mod¬ 
ern  faucet  with  renew¬ 
able  seats,  waste  and 
overflow.  No  supply 

ibshP8:.$4.47 


TUBS  ARE  EASY  TO  INSTALL 

Sketch  above  shows  how  pipe  connec¬ 
tions  are  made.  Anyone  can  do  this  work 
by  following  our  simple  instructions. 
Write  Sears  Personal  Service  Department 
about  your  problems.  This  service  is 
FREE.  See  bottom  of  page  904. 


You  Can  Buy  All  Your  Plumb¬ 
ing  Needs  on  Easy  Payments 
See  Page  JA. 


Portable  Steel  Bathtub 


This  full  sized  tub  is  recommended  for  homes 
without  running  water.  Finished  inside  and 
outside  with  heavy  coating  of  fine  quality  white 
enamel  paint,  it  is  easy  to  keep  clean.  Connected 
waste  and  overflow  is  threaded  for  1-in.  pipe  and 
is  also  white  enameled.  May  be  connected  to 
supply  pipes  and  drain;  or  as  a  portable  tub 
without  connections.  Faucet  and  supply  pipes 
not  included.  Length,  5  ft.;  width,  27)4  in. 
Shipped  from  our  Mail  Order  House.  Freight 
Not  Prepaid.  Shpg.  wt.,  70  lbs.  (Ml  OC 
42  HM  4474 . *1  I.VI) 


MODERN  LOW-PRICED  SHOWER  STALL 


Chromium  Plated  Bath  Faucets 


2-in.  pipe.  Can  be  installed  with  fittings 
on  either  side  as  sides  are  interchangeable. 
Size,  32x32x76  in.  over-all.  Sold  for  cash 
only.  Shipped  taken  apart  for  easy 
handling.  Shpg.  wt.,  220Ibs.  J  95 


42  HM 


Freight  charges  are 
given  on  Pages  998-999 


A  more  modern 
design,  and  heavier 
faucet  with  renew¬ 
able  bronze  seats 
for  lifetime  service. 

This  is  by  far  our 
best  bath  faucet. 
Chromium  plated 
over  copper  and 
nickel — corrosion 
and  tarnishproof. 

Can  be  kept  glis¬ 
tening  by  wiping 
off  with  a  damp 
cloth.  Indexed 
handles.  Ribbed 
spout  for  bath 
hose  connection.  Threaded 
for  %  -inch  pipe.  Quick  open¬ 
ing.  Shipping  weight, 
2  lbs.  8  oz.  <£<■)  OQ 

42  H  1641  ...Jz. 07 


Bent 

Tailpieces 

Heavy  cast 
brass,  dull 
chromium 
plated.  Used 
for  connecting 
bath  faucet  to 
'/2-in.  pipe. 
Shipping,  wt., 
14  oz. 

42H1642  A  C 
Pair..  4JC 


Not  quite  as 
heavy  as  faucet  at 
left,  nor  does  it 
have  renewable 
seats,  but  expertly 
made  of  brass  and 
you  are  assured 
years  of  service. 
All  brass  chro¬ 
mium  plated.  Will 
not  tarnish.  Cor¬ 
rosion  proof.  Easy 
to  keep  clean  with 
a  damp  cloth. 
Quick  compression 
_____  type.  Indexed  met- 
“ “  al  handles.  Ribbed 
spout  for  bath  hose  connec¬ 
tion.  Threaded  for  94 -inch 
pipe.  Shipping  weight, 
2  pounds.  frl  AQ 

42  H  1  632...  .$1-47 


pact  EDCIPLITI  All  merchandise  on  this  page,  unless  otherwise  stated,  shipped  from  BINGHAMTON,  ROCHESTER, 
rAil  rKtluni!  N.  Y.,  or  BOSTON  —  Colored  bathtubs  from  CAMDEN,  N.  J.,  only.  Send  orders  to  BOSTON  only. 


SEARS  ®  PAGE  907 


Sears  Have  Enlisted  in  National  “F.H.A.”  Building  Campaign 


No  one  can  sell  finer  quality  closets,  because  no  one  makes  finer  quality.  For 
our  authority  we  cite  the  U.  S.  Bureau  of  Standards.  First  quality  is  desig¬ 
nated  by  them  as  “Regular  Selection.”  We  impose  even  stricter  inspection. 
That's  why  we  repeat — "No  one  can  sell  finer  quality." 

1.  Quality  of  our  Vitreous  China.  Sears  fixtures  are  fired  at  volcanic 
temperatures  of  2490° — 840°  higher  than  many  others — which  perfectly  fuses 
the  finest  imported  and  domestic  china  clays  to  create  a  granite-like  hardness 
so  hard  that  germs  or  odors  can  never  be  absorbed.  Acids  will  not  affect 


glaze  because  the  (floss  is  baked  in,  not  on  for  lasting  satisfaction. 

2.  Quality  of  Fittings.  Sears  fittings  are  brass  and  copper.  Exposed  brass 
fittings  are  chromium  plated — they  will  never  tarnish. 

3.  Quietness  of  Operation.  The  quick  dropping  of  water  level,  the  vigorous 
flushing  developed  by  scientific  construction  of  jet  and  traps,  all  contribute 
to  a  positive  and  quiet  action. 

4.  Soundly  Engineered.  Water  seal  and  water  ways  are  in  all  cases  as 
large  or  larger  than  recommended  as  minimum  by  the  Bureau  of  Standards 


BUILDING 

SPECIAL! 


*5035 

T  |  J  Without 
■  Mmm  Seat 


Modernize  Your 
Bathroom — Sears  Easy 
Terms  Are  Convenient — 
See  Page  1A. 


FOR 
METAL  TILE 

See  Page  897 


FAIRFIELD  Siphon  Washdown  Closet 


Lower  in  cost— yet  Aristocrat  Quality  throughout — stainless, 
exactly  the  same  quality  as  our  highest  priced  closet  outfits. 
Has  siphon  washdown  flushing  action,  rapid,  quiet  and  thorough. 
The  water  area  is  8(4x10  in.  with  a  214-in.  water  seal. 

Modern  designed  tank  has  a  shelf  top  lid  8  in.  deep.  Convenient 
for  bathroom  accessories.  The  flushing  mechanism  is  of  heavy 
brass,  all  exposed  parts  are  tarnish-proof  chromium  plated. 
F6r  supply  pipes  see  42  H  1528  and  42  H  1529  on  opposite  page. 
FREIGHT  PREPAID. 


42  HM  4706 — Closet  for  14-in.  rough-in  (Distance 

from  wall  to  center  of  bowl  outlet)  less  seat . 

42  HM  4736  — -Closet  as  shown  with  42  H  3424  Ma¬ 
hogany  seat . 

42  HM  4707 — As  shown  above  but  for  10-in.  rough-in, 

less  seat . 

42  HM  4776  — Tank  and  connections  only . 

42  HM  4794 — Bowl  only,  for  14-in.  rough-in . 

42  HM  4795  — Bowl  only,  for  10-in.  rough-in . 


$12.35 

13.95 

15.95 

.  $7.65 
4.70 
8.30 


PRICE  REDUCED 


BUILDING 

SPECIAL! 


EUCLID  Reverse  Trap  Closet 

A  reverse  trap  closet.  Beautiful  glass  like  stainless 
surface.  (1)  It  has  a  Perfect  2  (4 -In.  Water  Seal. 
Larger  (9x12  in.)  water  area  reduces  soiling  surface. 
(2)  Faster,  Quieter.  Twin  jet  quickens  and  quiets 
the  flushing  action.  Swirling  motion  of  water 
thoroughly  cleanses  bowl.  Heavy  brass  flushing 
mechanism.  8  in.  shelf  type  tank  lid.  Select  seat 
from  below.  For  supply  pipes  see  42  H  1528  and 
42  H  1529  on  opposite  page.  FREIGHT  PREPAID. 


42  HM  4710 — Closet  for  14-in.  rough-  |h  Qr 

in.,  less  seat . }l  J.7  J 

42  HM  4704 — As  shown  with  42H3405  seat.  $  1  7.04 


42  HM  571  0 — In  Green  306,  Orchid  406  ff  Q  I  QC 

or  Ivory  701,  less  seat.  State  color . IZl  ,7J 

42  HM  4796 — Bowl  only  (white),  for  14-  /  fiA 

inch  rough-in . O.  JV 

Numbers  after  color  names  refer  to  Color-Graph 
facing  first  index  page. 


AVONDALE 

The  Quietest  Outfit 

PRICE  REDUCED!  Siphon  Jet  Type.  Stain¬ 
less  vitreous  china  bowl  and  tank.  Quietest  flush¬ 
ing  action,  swirling  motion  of  water  scours  bowl 
when  flushed.  Large  water  area,  10(4x12(4  in. 
reduces  soiling  surface.  3-in.  water  seal.  Trap  at 
rear  for  neatness.  14-in.  rough-in.  Chromium 
plated  supply  pipe  to  floor  included. 


Seat 


FREIGHT  PREPAID. 

42  HM  471  9— Outfit.  less  seat. . 


$17.95 


42  HM  4709— With  42H3405  seat.  $21.07 
42  HM  571  9— In  Green  306,  Orchid  401  or 

Ivory  701,  less  seat.  State  color . $27.50 

Numbers  after  color  names  refer  to  COLOR- 
GRAPH  facing  first  index  page. 

42  HM  4777 — Tank  Only.  Complete  with 
brass  flushing  mechanism  and  connec-  d*Q  1C 

tions  including  supply  pipe  to  floor .  4>  O  •  I  J 

42  HM  4798 — Siphon  jet  bowl  only.  $9.80 


PRICE 
CUT! 

Heavy 
Colonial 
pattern 
brass 
hinges 
chromium  plated.  Strong 
front  and  rear  joints  solidly 
reinforced  with  two  spiral 
dowels  set  in  glue.  Heavy 
coating  of  celluloid  forms  an 
acid  and  germ  resisting  fin¬ 
ish.  No  seams  or  joints.  Has 
sanitary,  hand  rubbed,  buffed 
finish.  Four  cushion-like  rub¬ 
ber  bumpers.  Guaranteed  5 
years.  Shpg.  wt.,8  lbs.  <j>*n  /\o 
42H3405— White  lo.UV 
42H3406— Green  $3.19 
42H3407— Orchid  3.19 


Seat  Cross 
Section 

Finest  selected 
close-grained 
hardwood  stock, 
1(4 -inch  thick — 
the  Ideal  thick¬ 
ness  for  quality 
seats.  Heavy 
coating  of  cellu¬ 
loid  applied  in 
liquid  form  pene¬ 
trates  wood  and 
permanently 
seals  the  grain 
and  joints 
against  mois¬ 
ture,  acids  and 
germs.  Easy  to 
clean,  retains  its 
luster. 


uaranteed  5  YEARS! 

If  any  one  of  these  seats  should  crack,  craze, 
peel,  discolor,  or  split  within  5  years  we 
will  replace  it.  Sears,  Roebuck  and  Co. 

$495 

Mother-of-pearl  finish  in 
green,  white,  black,  orchid  or 
ivory.  Made  of  1(4 -in.  one- 
piece  molded  hardwood  cov¬ 
ered  with  sheet  celluloid. 
Will  never  fade.  Not  affected 
by  moisture  or  household 
acids.  Smooth,  colonial  brass 
hinges,  chromium  plated. 
Four  rubber  bumpers.  Guar¬ 
anteed  5  years.  State  color. 
Shpg.  wt„  9  lbs. 

42  H  3420. .  $4.95 


NOTE:  Our  Closet  Seats  Fit  All  Standard  Bowls 

Open  Front  Design  Seat — fV/ce  Cut! 

j,  gn  Exactly  the  same 
S  <07  construction  and 
▼  -  ■  quality  as  seat 
v  42  H  3  405  above. 
White  only.  Shipping  weight, 
7  pounds. 

42  H  3445  . $3.89 


A  $6.00  value.  Same  con¬ 
struction  as  42H3405  seat 
at  left.  1(4 -in.  stock  with 
a  5-Year  Guarantee.  Ex¬ 
tended  back  conceals  part 
of  the  chromium  plated 
hinges.  White  only.  Four 
rubber  bumpers.  Shipping 
weight,  9  pounds. 

42  H  3417  .  $4.19 


Extended 

Bock 


Mahogany 
Finish 

A  $3.00  value.  Same  con¬ 
struction  as  seat  42  H  3405. 
Resists  water,  alkali  or  acid. 
1(4 -in.  hardwood  stock. 
Guaranteed  5  Years.  Brass 
hinge,  chromium  plated.  Ship¬ 
ping  weight,  8  pounds. 

42  H  3400  .  $2.19 

42  H  3401— Genuine 
Oak . $2.25 


Special  Regular 

$229 

Molded  wood  fiber,  1(4 -in. 
thick.  No  joints.  This  con¬ 
struction  gives  a  smoother 
finish.  Quality  proven  by 
time  and  use.  Absolutely 
waterproof. 

Extra  heavy  coating  of 
white  seamless  celluloid.  Can¬ 
not  split,  warp  or  crack.  Hand 
rubbed  and  buffed.  Heavy 
chromium  plated  all  brass 
bar  hinge.  Four  rubber 
bumpers.  Shipping  weight, 
9  pounds 

42  H  3403 . $2.29 


$2.50  Value 

Mahogany  finish.  1-in. 
stock.  Solidly  reinforced  with 
dowels.  Carefully  sanded  and 
polished,  then  stained  and 
finished  to  resist  water,  alkali 
or  household  acids.  Chro¬ 
mium  plated  hinges.  Shipping 
weight,  7  pounds.  £  I  "TO 
42  H  3424  .91.  IT 

Same  as  above  but  without 
cover.  Shipping 
kweight.,  4  lbs. 

42  H  3442 
$1  .25 


Tank  Float 

Bakelite.  Cannot 
leak.  Will  last  indefin¬ 
itely.  Size,  4x5  in.  Shpg. 
wt.,  10  oz.  f\  A  _ 

42  H  1  699. 


Copper  Tank  Float 

Double  reinforced 
leakproof  copper. 
Crimped  ends.  4x5  in. 
Shpg.  wt.,  10  oz  |  C  _ 

42  H 1691  I5C 


Rubber  Ball 
Valves 

Shpg.  wt.,  ea.,  4  oz. 
42  H  1  695— White. 
2(/2-in..9c;  2%-in.  lie 
42H1  692— Black. 

Fits  all  sizes . 1  7c 


Closet  Bowl 
Setting  Compound 

Shpg.  wt.,  3  lbs.  8  oz. 
42  H  1411— 3-ib.can33c 
Plumbers’  Putty 
Shpg.  wt.,  5  lbs.  8  oz. 
4?  H  1407— 5-lb.can33c 


Rubber  Bumpers 

(Ass’t) 

Shpg.  wt.,  2  oz.  ft 

42  H  1680— Pkg...yC 


PAGE  9082  ®  SEARS 


AH  merchandise  on  this  page  shipped  from  BOSTON,  BINGHAMTON,  or  ROCHESTER,  N.  Y. 
Colored  closets  shipped  from  CAMDEN,  N.  J.  only.  Send  orders  to  BOSTON  only. 


BUILD  NOW!  PRICES  ARE  LOWER  .  .  SAVE  UP  TO  25% 


Siphon  Jet 

Swirling  action 
cleanses  side  of  bowl 
when  flushed.  Large 
water  area.  Full  3-in. 
water  seal.  Twin  jets 
start  siphonic  action, 
quickly  emptying  bowl. 


Siphon  Washdown 

The  swirling  action  flush¬ 
ing  rim  cleanses  side  of 
bowl.  The  siphonic  action 
removes  all  waste.  Full 
2]^ -inch  seal.  Positively 
prevents  sewer  gases  es¬ 
caping  into  the  home. 


Reverse  Trap 

Trapway  being  in  back  of 
bowl  is  neater.  Swirling  flush 
rim  cleans  bowl.  The  large 
water  area  reduces  soiling 
surface.  Full  2  Vz  -inch  seal, 
making  it  impossible  for  sewer 
gases  to  pass. 


For  Empress 
Bathtubs  and 
Lavatories,  See 
Pages  906  and  910. 


Reverse  Trap  Closet 

Rough-in,  14  in.  Freight  Prepaid. 

42  HM  471  7  — White  acid-resisting 
outfit,  including  seat  and  <COO  0*1 

supply  pipe  to  floor . 7  J 

42  HM  571  7  — Acid-resisting  Green 
306,  Orchid  406  or  Ivory  701.  <fOO  OC 
State  color . i  Jz.O  J 


EMPRESS  Design 

•  DeLuxe  Square  Design. 

•  Quick,  Quiet  Thorough 
Flushing  Action. 

•  Seamless  Celluloid  Coated 
Seat  and  Cover. 

•  Larger  Water  Area. 

•  Deep  Water  Seat. 

•  Chromium  Plated  Brass  Ex¬ 
posed  Fittings. 

•  Improved  Heavy  Brass  Flush¬ 
ing  Mechanism. 

•  Rough-in,  12  inches  or  more. 

•  Back  of  tank  glazed. 


Siphon  jet  flushing 
action.  Greater  water 
area  with  less  soiling 
surface.  Black  Bake- 
lite  flushing  handle. 
Supply  pipe  to  floor  in¬ 
cluded.  Improved  heavy 
brass  flushing  mechan¬ 
ism  with  copper  float. 
Freight  Prepaid. 

42  HM  471  8 — Acid- 

wh1ttn.8. .  $27.95 

42  HM  5718— Acid- 
resisting  Green  306, 
Orchid  406  or  Ivory 

l°o\osrtate  $39.95 

How  to  Order 


When  ordering  a  clos¬ 
et,  be  sure  to  check  the 
rough-in  distance.  Rough- 
in  distance  is  from  center 
of  bowl  outlet  to  the  fin¬ 
ished  wall. 

Numbers  after  color 
names  refer  to  COLOR 
GRAPH  facing  first  pink 
index  page. 


-  ] !  r 

8  l:@ 

Chromium  Plated  Supply  Pipes 

All  brass,  chromium  plated.  Thread¬ 
ed  one  end  to  fit  %-inch  pipe.  Collar 
at  upper  end.  Chromium  plated 
flange  included.  Shipping  weight, 

1  pound  8  ounces. 

(A)  42  H  1  528 — Supply  it  ft 

(D  42  H  1  529— Supply  Aft 

v-y  pipes  to  floor . *rVC 

ELITE 


Reduced  to 


Uses  3  gallons  to  flush  and  clean  the  bowl  in¬ 
stead  of  5.  The  ELITE  is  beautiful,  stainless, 
quiet  in  operation,  simple  to  install— only  two 
connections.  Under-feed,  direct-acting  jet  creates 
a  high  siphonic  pressure.  Water  area,  ll!/fcxl3  in¬ 
ches;  water  seal  3  inches  deep.  Back  of  tank 
glazed — can  be  set  out  from  wall.  Over-all  height, 
30  inches.  Rough-in,  10  to  14-in.,  free  standing. 
Supply  pipe  to  floor  Included.  Freight  Prepaid. 


42  HM  4737— Elite  Outfit, 

less  seat . 

42  HM  4738 — As  shown  above, 
with  42  H  3405  seat . 


$20.98 

24.07 


42  HjVI  5737— In  Green  306,  Orchid  406, 
or  Ivory  701,  less  seat.  State  color.  .  .$31  .95 


Numbers  after  color  names  refer  to  COLOR- 
GRAPH  facing  first  pink  index  page. 


BUILDING 

SPECIAL 


New  Unit  Outfit 

The  newest  style  outfit  is  the  unit  closet, 
and  in  the  CORINTH  Sears  offer  one  at 
the  lowest  price.  Stainless  Aristocrat  quality 
vitreous  china.  Reverse  trap  type,  a  genuine 
water  saver.  Uses  less  water  than  most  clos¬ 
ets.  Twin  jet  quickens  and  quiets  the  tho¬ 
rough  flushing  action.  Heavy  brass  flushing 
mechanism.  Bowl  has  large  water  area,  9%x 
12  y2  inches,  thus  reducing  soiling  area  to  the 
minimum.  2% -inch  water  seal.  Shelf-type  tank 
top.  Back  of  tank  glazed — can  be  set  out  from 
wall.  Chromium  plated  lever  handle  and  supply 
pipe  to  floor  included.  Height,  28  in.  Rough- 
in.  10  to  14  in.  Freight  Prepaid,  a*  |  c  Oft 

42  HM  4721— Less  Seat . $1  J.07 

42  HM  4722— Samewith42H3403  IQ  in 
White  seat .  IO.IO 


Brass  Ball  Cocks 

For  all  low  closet  tanks. 
Heavy  cast  red  brass, 
tested  under  100  pounds 
air  under  water  pressure. 

42  H  1  685— With 
Bakelite  float,  brass  re¬ 
fill  tube  and  float  rod. 
Replaceable  china  seat. 
Shipping  wt.,  OO 

2  lbs.  14  oz _ H.ZZ 

42  H  1  61  5  — Same, 
without  float.  ftft_ 
Shpg.  wt..  2  lbs.  4oz .  .  .  77  C 

42  H  1  690— Chro¬ 
mium  plated  valve  seat. 
Brass  float  rod  and  refill 
tube;  no  float.  "7ft_ 
Shpg.  wt.,  2  lbs. .  /  rC 

42  H  1  614— Same, 
with  copper  float.  ftA_ 
Shpg.  wt.,2  lbs.  10  oz.  .  7tC 


Trip  Lever 

For  closet  tanks.  All 
brass.  Double  acting. 
You  can  turn  it  either 
way.  Colonial  handle 
heavily  chromium  plated- 
Shpg.  wt.,  14  oz.  m  q 
42  H  1  689-  •  47C 


GOING  TO  BUILD  OR  MODERNIZE? 


YOU’LL  NEED  THIS  PLUMBING 


Our  staff  of  consultants  have  prepared  a  48-page  booklet  describing  in  detail,  the 
step  by  step  installation  of  all  Sears  Plumbing  Fixtures  and  the  related  waste  and 
supply  pipes.  Each  step  is  described  clearly  and  is  plainly  illustrated.  The  latest 
accepted  practices  governing  sanitation  have  been  strictly  adhered  to.  We  strongly 
advise  that  all  local  codes  and  practices  enforced  and  supervised  by  local  and  state 
authorities  be  followed  in  every  respect,  and  we  explain  how  this  can  be  done.  We 
describe  how  you  can  at  any  time  install  and  enjoy  the  conveniences  of  any  one  of  the 
different  kinds  of  fixtures  and,  at  the  same  time,  make  provision  for  future  installation 
of  additional  fixtures.  We  offer  you  the  double  saving  of  lower  labor  costs  and  Sears 
low  prices.  Join  thousands  of  others  who  have  improved  the  health  and  given  comfort 
to  their  families;  who  have  increased  the  value  of  their  homes  and  farms,  and  have 
been  very  much  surprised  at  the  ease  with  which  it  was  done.  The  book  is  interesting 
to  any  house  holder.  It  takes  the  mystery  out  of  a  plumbing  installation  and  shows 
you  just  how  easy  this  work  can  be.  A  few  pages  are  illustrated  below. 


INSTRUCTION  BOOK 

Contains  48  Pages 
Fully  Illustrated 


Levew  Like  aI; 

N  1  House  Sew tR 

Instruction  Book  Shows 
Correct  Method  of  Laying 
Pipe  to  an  Even  Grade 

In  this  book  you'll  find  a  section  devoted 
to  a  complete  description  and  illustration  of 
all  the  special  tools  required  and  their  uses. 
How  to  Install  Septic  Tanks,  Kitchen  Sink 
Grease  Traps,  House  Sewer  and  various 
types  of  disposal  beds  for  use  in  various  soil 
conditions. 

You’ll  also  find  a  section  given  over  to 
suggested  installation  of  Range  Boilers  for 
the  hot  water  supply.  It  shows  piping  dia¬ 
grams  for  connecting  to  different  types  of 
water  heaters  such  as  kitchen  stoves,  coal 
burning  and  gas  heaters,  furnaces,  and  also 
cross  connections  for  summer  and  winter 
use. 


-^--Shows  Bathroom 
Layouts  and  How  to  Con¬ 
nect  Various  Water 
Heaters 

A  section  of  25  pages  gives  a  complete 
description  of  the  necessary  preprations 
for  the  installation  of  all  types  of  plumbing 
fixtures,  how  to  install  the  waste  and  supply 
piping,  how  to  assemble  and  install  the 
fixtures  and  also  how  to  replace  and  repair 
the  material  found  necessary  to  remove  in 
making  the  installation.  Each  section  is 
complete  in  itself  and  is  readily  accessible  for 
reference. 

There  is  one  complete  page  of  suggestions 
on  water  supply  systems  using  various 
sources  of  water  supply  and  a  general  sum¬ 
mary  of  the  very  helpful  services  we  offer  you 
when  considering  this  important  item. 


Ever  Ready  Automatic  Water 
Supply  System  Complete  With 
Tank  Installed  in  Basement. 


SEARS  ®  PAGE  909 


All  merchandise  on  this  page  shipped  from  BOSTON,  BINGHAMTON,  or  ROCHESTER,  N.  Y. 

Colored  closets  shipped  from  CAMDEN,  N.  J.  only.  Send  orders  to  BOSTON  only. _ 


LOW  PRICES  TO  ENCOURAGE  BUILDING . .  MODERNIZING! 


MAYFLOWER  Pedestal  Lavatory 

45 


$I5 


Less 
'  Fittings 
Freight  Prepaid 


Get  more  for  your 
money.  Made  of 
heavy  cast  iron  fin¬ 
ished  in  white  Aris¬ 
tocrat  porcelain  en¬ 
amel.  Bowl  is  16x 
11)4x6  in.  deep.  Top  measures  24x20 
in.  over-all.  Has  bead  around  edge  to 
prevent  water  dripping  on  floor.  Fit¬ 
tings  are  described  at  right  below. 
FREIGHT  PREPAID.  5%  discount 
if  you  order  three  pieces.  See  Page  904 
(or  complete  details. 

42  HM  4632— Lava¬ 
tory  only,  without  fittings.  . 

42  HM  4630— With 
42  H  7214  fittings  to  wall. . 

42  HM  4631— With 
42  H  7215  fittings  to  floor. . 

42  HM  1  553 — Mayflower  supply 
pipes  to  floor.  Shpg.  wt.,  <M  QO 

3  lbs.  12  oz.  Pair . 4)1.70 

For  supplypipes  to  wall  see  below  at  right. 

For  acid-resisting  Green  306,  Orchid 
406  or  Ivory  701,  add  $3.85.  State 
color.  Shipped  Freight  Prepaid  from 
Camden,  N.  J.  Order  from  Boston. 

Numbers  after  color  names  refer  to 
"Color-Graph”  facing  first  index  page. 


$15.45 

22.80 

23.29 


Inamelite  Lavatory — Cut  to 

(95 


Complete 
to  Wall 


This  modern  all 
steel  lavatory  has 
everything — beauty, 
utility,  acid-resisting 
enamel  and  low  price. 

Made  of  Enamelite  Metal,  an  exclusive 
Sears  metal  which  forms  perfect  base 
for  glistening  white  acid  resisting  en¬ 
amel.  Big  size  bowl,  15)4x10)4  in. 

Built-in  self-draining  soap  dishes.  Single 
stream,  all  brass,  heavily  chromium  plated  faucet,  permits  accurate  temper¬ 
ing  of  water.  Fittings  consist  of  single  stream  fixture,  overflow,  plug  and 
tubular  trap — all  brass,  chromium  plated.  Wall  brackets  included.  Size, 
21x18  in.;  bowl,  6  in.  deep,  2  )4 -in.  apron.  Save5%  more,  order  with  a  closet 
and  tub— See  Page  904.  Not  Prepaid.  Shipping  weight,  30  pounds.  For 
supply  pipes  see  below  at  right.  a q  a  p 

42  HM  6800  — With  fittings,  trap  to  wall, less  supply  pipes. . .  .  «pV .V D 
42  HM  6801 — Same  with  trap  to  floor,  less  supply  pipes . SI  0.42 


and  wide  ledge, 
white  Aristocrat  porcelain 
enameled.  Larger  size  has  a 
bead  around  edge  to  prevent  water  dripping  on 
floor.  Wall  hangers  included.  Fittings  include 
42  H  7214  or  42  H  7215  shown  below.  If  others  are 
preferred  buy  lavatory  only  and  choose  from  fit¬ 
tings  shown  below.  Save  5%  more — order  with 
closet  and  bathtub — see  Page  904.  Freight  Prepaid. 


STANDISH 

Lavatories 


Fittings  to  Wall. . 
Fittings  to  Floor. 
Without  Fittings . 


Sire  19x17  in.  Back 
4  in.,  Apron  4  in. 
Bowl  13)4x9  in. 

42  HM  4656r$i3780 
42  HM  4657  1  4.29 
42  HM  4658  6.45 


Size  22x19  in.  Back 
5)4  in..  Apron  4)4  in. 
Bowl  15)4x10)4  in. 
42  HM  4668,515.30 
42  HM  4669  15.79 
42  HM  4670 1  7.95 


Lavatories  in  Color.  For  acid-resisting  Green 
306,  Orchid  406  or  Ivory  701,  add  $1.75.  State 
color.  Shipped  Freight  Prepaid  from  Camden, 
N.  J.  Order  from  Boston.  Numbers  after  color 
names  refer  to  “Color-Graph”  facing  first  index 
page.  See  below  for  supply  pipes. 


Size, 

in. 

Bowl, 

In. 

Back, 

in. 

Apron, 

In. 

42HM4611 

Without 

Fittings 

42HM4610 
Fittings 
to  Wall 

42HM4609 
Fittings 
to  Floor 

19x17 

15VfixlO 

4 

4 

$5.45 

$9.40 

$9.89 

ONLY 


PENTWATER  Lavatory 

Better — more  beautiful,  but 
no  increase  in  pricel  You’ll 
find  no  better  quality  lava¬ 
tory  of  this  type  anywhere  at 
this  low  price!  It’s  the  same 
Aristocrat  quality  as  the 
Standish  at  left,  but  with  a  rounded  front  and  a 
4-in.  apron.  Made  of  one-piece  cast  iron  with 
glistening  Aristocrat  Quality  white  porcelain  en¬ 
amel.  4-in.  back  fits  under  window  or  medicine 
cabinet.  Nicely  proportioned  in  every  detail.  Wall 
hangers  included.  Fittings  included  are  42  H  7252 
to  wall  or  42  H  7253  to  floor  as  shown  below  to 
left.  FREIGHT  PREPAID.  5%  discount  if  you 
order  three  pieces.  See  Page  904. 

Supply  pipes  not  included.  Make  your  selection 
from  those  at  bottom  of  page. 


$545 

Without  Fittings 


THE  LAVATORI 


Matches  Empress  Bathtubs  on  Page  906, 
Top,  24x20  in.;  4-in.  back.  Bowl,  15xl2%x 
6)4  in.  deep.  Built-in,  self-draining  soap 
dishes.  Wide  ledge  for  toilet  needs.  Beaded 
edge  prevents  water  dripping  on  floor. 
Single  stream  faucet  with  black  Bakelite 
handles,  pop-up  waste,  chromium  plated 
escutcheons  and  spout.  Trap  and  supply 
pipes  chromium  plated. 

Furniture  steel  cabinet  style  lavatory  has 
two  steel  shelves.  Base  adjustable  for 
height.  FREIGHT  PREPAID. 

For  lavatories  in  acid-res.  Green  306, 
Orchid  406,  and  Ivory  701,  add  $4.55.  State 
color.  Shipped  Freight  Prepaid  from  Cam¬ 
den,  N.  J.  Send  order  to  our  nearest  Mail 
Order  House. 


Sears  Owi 
Patented 
Design 


Pedestal  Style 


White  DuPont  DuLux  Cabinet  Style 
42  HM  4688 — Complete  with  fit¬ 
tings;  trap  to  wall,  and  supply 

pipes .  $27.95 

42  HM  4689— Trap  to  floor  28.44 
Pedestal  Style  With  Apron.  Complete 
with  fittings,  trap  and  supply  pipes. 

42  HM  4686— To  wall.  ...$25.75 
42  HM  4687— To  floor.  .  .  26.24 

Apron  Style  with  Legs. — Chromium  plat¬ 
ed  legs  and  fittings;  trap;  supply  pipes. 

42  HM  4684— To  wall. .  .  .  $22 .95 
42  HM  4685— To  floor.  .  .  23.44 


Brass  Plugs 

Chromium 
plated.  For 
1)4 -in.  trap. 
Chain;  stop¬ 
per.  Shpg. 
wt.,  12  oz. 

42  H  1526 
55c 


Rubber 
Stoppers 

For  bath 
and  laun¬ 
dry  tubs  or  lava¬ 
tories.  1,  1)4,  1)4, 
1  %  and  2  in.  Shpg. 
wt.,  of  4,  3  oz. 
42H1696 — 4  for.  ,9c 


Shut-Off  Valves 

For  supply  pipes. 
Brass,  chromium 
plated,  %-in. 
Shpg.  wt.,  12  oz. 

42  H  1726  70. 

Straight....  /7C 

42H1728-Angle.79c 


High  spout.  Quick 
compression.  Chro¬ 
mium  plated  cast  red 
brass  with  forged 
brass  lever  handle. 
Renewable  bronze 
seat.  Tailpiece  for 
54 -inch  pipe.  Handle 
marked  ‘Hot”  or 
“Cold.”  State 
choice.  Shipping 
weight,  1  lb.  8  oz. 


42  H  1624 

Each . 


Our  finest  lavatory 
faucet.  Matches 
bathtub  faucet 
42  H  1641  shown  on 
Page  907.  Heavy  cast 
red  brass.  Chromium 
plated.  Removable 
bronze  seats  Indexed 
brass  handles.  Tail- 

gieces  for  )4-in.  pipes. 

hipping  weight, 
3  pounds  6  ounces. 


42 H  1628 
Pair . 


$3.19 


High  spout.  Cast 
brass  body, 
heavy  brass  tub¬ 
ing  spout.  Chro¬ 
mium  plated. 
)4-in.  tailpieces 
for  supply  con¬ 
nection.  State 
choice  of  “Hot” 
or  “Cold”  han¬ 
dle.  Shipping 
wt.,  1  lb.  8  c 

42  H  1616 
Each .... 


Prices  Cut! 

Below  we  list 
four  sets  of 
lavatory  fit¬ 
tings.  If  you 
prefer  one  of 
these  sets  to 
the  fittings 
listed  with  the 
above  lavator¬ 
ies,  order  lava¬ 
tory  only  and 
your  choice  of 

trim.  Recommended  for  PENTWATER  and 
42  HM  6800  and  42  HM  6801  lavatories.  Raised 
spout  complies  with  plumbing  ordinances.  Set  in¬ 
cludes  chromium  plated  mixing  faucet,  1 J4  -in.  tub¬ 
ular  trap,  plug  and  chain,  and  stopper.  “T  A  c 
42  H  7252— Trap toWall.Wt.6lbs.8oz.JJ.yD 
42  H  7253 — Trap  to  Floor.  Wt.  7  lbs.  8oz.$4. 44 
Same  as  above  except  with  pop-up  waste,  C  4C 
42  H  7254 — TraptoWall.  Wt.6  lbs.l2oz.  J  J  -O  J 
42  H  7255 — Trap  to  Floor.  Wt.7  lbs.l2oz.$6, 1  4 

Below  are  four 
vygllliii  sets  of  finer 
•  k.  I  duality  lava- 

rSr  tory  fittings. 

Modern  design, 
better  con- 
struction,  all 
aMKjjgHHB  triple  coated 
c  j1*  r  o  m  i  u  m 

brass.  The  best 

you  can  buy.  Guaranteed  to  give  you  extra  long 
service.  These  sets  are  built  around  our  “New  Art” 
Mixing  Faucet  above.  These  fittings  will  also  fit 
the  Pentwater  Lavatory.  The  new  raised  spout 
complies  with  all  plumbing  ordinances. 

Set  includes  mixing  faucet,  1  )4  in.  tubular  trap, 
plug  and  chain  and  rubber  stopper.  ♦  c  AC 
42H721  2 — Trap  to  wall.  Shpg.  wt.,7  lbs.  JD  ■t’D 
42H72 1  3 — Trap  to  Floor.  Shpg.wt.,8lbs.$5.94 
Same  as  above  but  with  pop-up  waste.  7  p 

42H72 1  4 — Trap  to  wall.  Shpg.  wt.,8  Ibs.J  /■  J  J 
42 H 72 1  5 — Trap  to  floor.  Shpg.  wt., 9  lbs. $7. 84 


mium 


IJr-lPh 


1  oz. 


79c 


Reduced 
end  slip 
jointsup- 
plies.  Fin- 
est  tar- 
nish- 
proof, 
mirror-like 
chromium 

FI  a  t  e  d 
i  n  i  s  h 
brass. 
Furnished 
with  chro- 
plated  flanges. 
42  H  1  556— To 
wall;  for  all  lavator- 
i  e  s  .  Shpg.  I  I  C 
wt.,pr.llb.4  oz.  <P  I  ■  I  J 
42  H  1  557— To 
floor;  for  all  lavator¬ 
ies  except  Mayflower. 
30-in.  long.  Shipping 
weight, 
pr.  2  lbs.  , 


$1.39 


Threaded 
supply 
pipes. 

Chromium 
plated.  Ends 
threaded  % 
in.  Complete 
with  reduc¬ 
ing  couplings 
%  to  ‘A  in., 
and  wall 
flanges.  Or¬ 
der  these  if 

rour  plumb- 
ng  code  demands 
threaded  supply 
pipes. 

42  H  1 550 

To  wall.  For  all  lava¬ 
tories.  Shpg  *  I  zc 
wt.,  pr.  2  lbs.  J  I  .O  J 
42  H  1  551 
Supplies  to  floor. 
Shpg.  wt.  pr.  £1  /L/L 
2  lbs.  8  oz.  . .  J  I  .OO 


Rubber  Stop¬ 
per  installa¬ 
tion. 


Pop-up 
wastb  instal¬ 
lation. 


PENTWATER 

Has  one 
faucet, 
chain, 
stopper, 
trap  and 
hole  cover. 

Freight 
Prepaid. 

42 H 4639 
Less  Fit¬ 
tings. 

$5.45 

With  fittings;  and  with  trap. 
42  H  4640— Towall.  .$8.65 
42  H  4641 — To  floor. .  .9.14 


simplicity  of  a  lavatory  instal- 
lation.  With  our  instruction 
book  to  help  any  handy  man 
can  Install  plumbing  fixtures 
and  do  an  excellent  job.  Let 
us  furnish  free  estimates. 
Write  for  our  Plumbing  Esti¬ 
mate  Blank  B8206H. 


Lavatory  Traps 


Prices  Reduced  ! 

20-gauge,  brass  tub¬ 
ing,  1/4  -in.  diameter. 
Chromium  plated, 
polished  for  exposed  in¬ 
stallations,  dull  finish¬ 
ed  for  cabinet  lavator¬ 
ies.  Swings  to  any 
angle.  Full  length — fits 
any  standard  lavatory. 

Trap  A  for  connec¬ 
tion  to  floor.  Trap  B 
for  connection  to  wall. 
Brass  nuts  complete  with  flanges  and  washers. 

(A)  “S”  Trap  to  Floor.  Shpg.  wt.,  2  lbs.  8  oz. 
42  H  1  543— Dull  finish.  Each  $1.45 
42  H  1  524— Polished.  Each..  1.98 

(B)  “P”  Trap  to  Wall.  Shpg.  wt.,  1  lb.  10  oz. 
42  H  1  542— Dull  Finish.  Each.$0.98 
42  H  1  522— Polished.  Each..  1  .49 

Slip  Nut  Connection.  Nickel  plated  brass; 

washer  and  friction  ring.  Wt.,  3  oz. 

H  1  502 — V/4XV/4  in.  1  4c  l'/txl'A  in.  1  4c 
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ALL  MERCHANDISE  ON  THIS  PAGE  (UNLESS  OTHERWISE  STATED)  SHIPPED  FROM 
BINGHAMTON,  ROCHESTER,  N.  Y.  OR  BOSTON.  SEND  ORDERS  TO  BOSTON  ONLY. 


Threaded  Connections — Partially  Preassembled 

«  Partly  assembled  before  shipment.  •  Extra  heavy  cast  iron  drainage  fittings.  •  Finest 
quality  galvanized  steel  pipe.  •  Easily  put  together  with  pipe  wrench — no  previous 
experience  needed,  no  need  of  oakum,  caulking  tools,  lead  or  plumbers’  furnace.  •  Can 
be  adapted  to  any  requirement.  See  below  for  details  of  this  new  drainage  system. 

It's  new!  It’s  revolutionary!  It’s  a  com-  are  assembled  in  one  piece  when  you  come  to 

plete  bathroom  wrapped  up  in  the  simplest  the  job  of  installation.  Not  only  that.  All  other 

package  yet  devised  for  presenting  plumbing.  large  size  pipe  is  cut  and  threaded  to  fit. 

A  complete,  preassembled  unit,  wrought-  Nipples  of  proper  length  are  also  supplied, 

steel  pipe,  joints  that  screw  together — no  Only  the  simplest  tools  are  required.  See 

need  to  mess  with  furnace  and  ladle  and  caulk-  below  for  our  Free  Tool  Loan  Plan, 
ing  tools.  The  simplest  and  most  inexpensive  Because  of  its  simplicity  this  is  the  easiest 
system  for  conveying  household  wastes  to  system  to  install.  It  takes  about  one-half 
sewer  or  sewage  disposal  plants.  the  time  to  make  a  joint  when  you  merely 

The  high  quality  of  this  system  recommends  screw  a  pipe  into  a  fitting  and  don't  have  to 
its  use  in  even  the  finest  homes.  And  its  low  melt  lead,  pack  oakum  and  caulk  the  finished 

price  makes  it  just  the  installation  for  wayside  joint.  You  can  have  a  handyman  do  it.  or  do 

filling  stations,  trailer  camps,  tourist  cabins  it  yourself. 

— anywhere  that  toilet  facilities  are  required.  A  Modern,  Up-to-Date,  Quality  Job 

Here’s  How  Simple  It  Is  This  system  is  used  in  large  modern  build- 

Look  at  the  illustration  at  right.  The  pipe  S,anitaIy  Engineers 

and  fittings  shown  heavily  shaded  show  all  specify  this  type  for  the  most 

there  is  to  the  waste  piping  usually  concealed  modern  sky. scraper  s.^Ihese  arrange  me  nts 
behind  the  walls.  “H”  is  the  stack  that  car-  been 

ries  gases  through  the  roof.  Lower  end  “A”  *he  ^.S.  Bureau 

connects  with  sewer.  Tub,  cioset  and  lavatory  of  Standards  in  Washington, 
are  connected  to  this  main  line.  Light  lines  .  1  he  price  quoted  below  includes  galvanized 
indicate  water  lines  for  fixtures.  These  are  steel  pipe  for  all  one-story  houses.  If  yours  is 

included  in  price  quoted.  Pipe  shown  dotted  a  two-story  house  add  $4.50  to  the  price 

not  included.  quoted  below.  Stack  and  fittings  for  com- 

_  .  .  .  „  .  plete  bathroom  less  tub,  closet  and  lavatory. 

Preassembled  Unit  Ready  42HM791  1-Shpg.  wt„  275  lbs.  $25.75 

for  Installation  42HM7903 — Complete  bathroom  set 

The  most  important  part  of  this  system  is  (Fairfield  closet,  Brookside  tub  and  Pent- 

the  preassembled  unit,  consisting  of  B,  C,  D,  water  Lavatory),  with  drainage  fittings  as 

E,  F,  and  G  in  the  shown.  Shipping  weight,  800  lbs. ..  $69, 75 

-  'JTrrr  picture.  Simple  as  the  Some  building  codes  demand  re- 

L  KTlSl  picture  looks,  the  act-  vented  systems.  If  your  locality  has 

ual  installation  of  the  such  a  code,  these  revented  systems 

system  is  still  simpler  can  be  furnished  at  a  small  additional 

B  *or  fittings  cost. 


Without 

Fixtures. 


ONLY 


lavatory  and  Closet 


(B)  3-in.  Drainage  Tee  with  1  -in.  Side  (H)  3-in.  Galvanized  Vent  Pipe. 

Tappings.  (J  )  \y2-jn.  Galv.  Lav.  Waste  Pipe. 

(C)  3-in.  Galvanized  Nipple.  (R)  4x5-in.  Drum  Trap. 

(D)  4x3-in.  Drainage  90°  Elbow.  (W)  Plugged  Opening  for  additional 

(E)  4-in.  Cast  Iron  Floor  Flange.  fixture. 

(F )  3-in.  Galvanized  Waste  Pipe.  (AA)  3-Inch  Lead  Roof  Flange. 

All  water  supply  pipe  and  fittings  furnished  in  J^-inch  size  galvan¬ 
ized.  Select  the  style  fixtures  you  want  from  Pages  906,  907,  908,  909 
and  910. 


All  Pipes  and  Fittings  May  be  included  in 
Your  Easy  Payment  Order  for  Plumbing. 
See  Page  XA. 

______  For  simplicity  of  installa- 

*j\  <  r------  tion.  use  6-in.  hub,  clay  sew- 

’i|J  J  |  er  tile  from  stack  to  point  of 

!i;  J  i _  disposal. 


There’s  nothing  complicated  about 
ordering  this  bathroom.  It’s  ready  to 
install.  You  don’t  have  to  make  up  a 
list:  “so  many  feet  of  pipe — so  many 
of  that  fitting.”  Just  do  this: 

1.  On  plain  paper  make  a  sketch  of  the 
floor  space  in  your  bathroom.  If  you  are 
converting  a  spare  room  or  hallway  into  a 
bathroom,  study  the  sample  floor  plans 
below.  They  will  help  you  in  locating  the 
various  fixtures  in  the  room.  Show  loca¬ 
tions  of  doors,  windows,  closets,  cabinets, 
etc.  Mark  which  are  the  outside  walls  and 
what  rooms  the  other  walls  adjoin  (as 
bedroom,  hall,  etc.).  Show  direction  of 
joists  in  bathroom  floor  by  means  of 
dotted  lines.  2.  Fill  out  measurements 
called  for  on  drawing  at  right.  Make  the 
attic  measurement  above  the  point  on 
floor  where  vent  pipe  “H”  (see  large  illus¬ 
tration  at  top  of  page)  passes  through  to 
lower  edge  of  roof  rafter.  This  is  an  im¬ 
portant  dimension  as  it  indicates  the 
amount  of  pipe  needed  to  extend  through 
the  roof  for  a  vent.  Basement  dimension 
should  be  from  top  of  bathroom  floor  to 
connection  with  sewer.  Allow  sufficient 
length  so  that  vertical  3-inch  pipe  will  ex¬ 
tend  into  hub  of  sewer  tile  for  cementing. 
3.  Cut  out  the  drawing  at  right  (on  which 
you  have  filled  in  your  measurements),  en¬ 
close  it  with  your  sketch  accompanying 
your  order. 

Bathroom  Layout 

How  to  draw 
the  plan  of  your 

/A~ - vfl  new  bathroom. 

i’,_  !>■  If  you  prefer. 

write  for  special 
Plumbing  Infor¬ 
mation  Blank. 
On  it  are  spaces 
on  which  you  can 
indicate,  in  de¬ 
tail.  all  simple 
facts  essential 
for  a  completely 
satisfactory 
installation. 


Modern  —  Sanitary 

An  unused  closet,  the  end  of  a  hall,  or  a 
spare  room  can  be  made  into  a  toilet  room 
with  this  outfit.  Includes  Pentwater  Lava¬ 
tory,  Fairfield  Closet  with  white  seat,  all 
necessary  Drainage  Pipes  and  Supply  Pipes 
and  Fittings  as  shown.  Fittings  B,  C,  D.  E. 
F.  and  G  shipped  preassembled.  Closet  Tee 
has  two  l'/i-in.  side  tappings  (plugged).  Either 
plug  can  be  removed  to  add  drainage  for  bath¬ 
tub  later  if  desired.  Pipes  in  dotted  lines  not 
included. 

Price  includes  3-in.  galvanized  steel  pipe 
A  and  H  sufficient  for  all  one-story  houses. 
Add  $4.50  for  a  two-story  house. 
42HM7909 — Shpg.  wt.,  415  lbs..$46,45 
42HM79  1  2 — -Same  as  42  H  7909  less  closet 
and  lavatory.  Shpg.  wt.,  230  lbs,  ..$21.75 


Low  Priced ! 

Includes  Fairfield  Closet  42H4706 
with  white  seat,  supply  pipe  for  closet 
and  drainage  system  as  shown.  Fit¬ 
tings  are  B,  C,  D,  and  E,  preassem¬ 
bled  as  explained  above.  Note  outlet 
”W”  provided  in  fitting  “B”  so  that  a 
tub  can  be  connected  at  a  later  date. 
Pipes  shown  in  dotted  lines  not  in¬ 
cluded. 

The  price  quoted  below  includes 
galvanized  steel  pipe,  A  and  H  for  all 
one-story  houses.  For  two-story 
house,  add  $4.50  to  the  price  quoted 
below.  Shpg.  wt.,  325  lbs. 

42  HM  7905 . $31  .75 

42  HM  79  1  3— Same  as  42  HM  7905 
less  closet  Shpg.  wt., 230  lbs. .  $17.95 


We’ll  Plan  Your  Kitchen  Free 

Tell  us  if  there  is  to  be  a  connection  be¬ 
tween  bathroom  pipes  and  any  other  fixtures. 
Usually  there  is  an  economy  in  having  the 
kitchen  and  bath  rather  close  together. 

If  you  desire  to  have  us  give  you  a  price  on 
equipment  for  a  kitchen  sink  that  can  b«  in¬ 
stalled  at  the  same  time  as  bathroom,  ask  for 
our  free  plumbing  information  blank  B8206H. 
Be  sure  to  fill  in  the  spaces  in  illustration  above 
and  to  give  us  detailed  floor  plan  of  surrounding 
rooms  showing  location  of  kitchen  and  equip¬ 
ment  that  it  now  contains  if  you  are  considering 
the  purchase  of  a  kitchen  outfit  connecting  to 
bathroom  pipes. 


BATH 


Z.^2 


Installation  Instructions 

Complete  illustrated  book  fur¬ 
nished  freel  Just  off  the  press!  It 
has  been  prepared  for  you — for  the 
non-expert  who  is  putting  in  his 
own  plumbing  job.  Anyone  who  can 
handle  simple  tools  can  follow  this 
book  and  do  a  good  job.  Step-by- 
step  installation  procedure  simply 
told.  Numerous  detailed  drawings, 
(like  A,  B  and  C,  at  left),  show  ex¬ 
actly  what  you  do.  Write  us  for 
ilnstructions  for  Installing  Steel 
Pipe  Drainage  and  Vent  Systems 
with  Threaded  Connections  B9763H. 


Sears  Loan  You  the  Tools 

_  ,  We  will  lend  you 

-z#  all  necessary  tools 

'as  shown  *n  the  >1- 

© lustration  to  the 
left)  to  install  your 
//  plumbing  system. 

Simply  enclose  a  de- 
Ajvjt)  posit  of  $14.75  with 

your  order  to  cover 
QQrWgffl  &■  Min  cost  °f  tools.  When 
'Cn flail  you  return  the  tools 
(Sir  'ffiiKsL,  we  will  refund  the 
Njr  . deposit. 


On  Page  912 
we  show  a  number 
of  Drainage  fit¬ 
tings  which  will  be 
useful  if  you  wish 
to  order  fittings 
and  pipe  separately 
for  special  instal¬ 
lation.  Note  cross 
for  installation  of 
two  toilets  ard  lav¬ 
atories  in  adjoin¬ 
ing  rooms  for  pub¬ 
lic  use. 


vsssi,  'yjyz 

XMAJrtiiOS  Ytil'I 
OTO'fJAJS 

'•i/m  fiiidMPU'  st«.vuc/Jbw» 


BATHROOM 

Arrangements 


Complete  Drainage  Sys¬ 
tem  for  CLOSET  OUTFIT 


HOW  TO  ORDER 


Enameled  ware  and  pottery  on  the  outfits  described  above  are  shipped  from  BOSTON,  BINGHAMTON 
,  and  ROCHESTER;  pipe  and  fittings  from  BOSTON.  Send  all  orders  to  BOSTON  only. 


!' 

A 

' 

-- 

f  )) 

4 

- 

$1795 

i 

j 

$0175 

1  ■  Cash 

U(H). 

Lm  1  Cash 

a  SOIL  PIPE  AND  FITTINGS 


80 

And  Up 
Per  Lgth. 


HAND  INSPECTED 
WATER  TESTED 

•  Dense,  close  grained 
cast  Iron. 

•  Carefully  molded,  so 
walls  are  uniform 
thickness. 

•  Coated  Inside  and  out¬ 
side  with  a  smooth  per¬ 
manent  rust-resisting 
tar  coating. 

•  Sears  sollplpe  is  not 
flinty,  brittle. 

•  It  is  not  easily  broken, 
yet  it  is  easy  to  cut 
with  cold  chisel. 

•  Each  pipe  hand  In¬ 
spected. 

•  All  soilpipe  and  fittings 
made  according  to  rig¬ 
id  specifications  and 
conform  to  all  U.  S. 
Gov’t  demands. 

Use  Extra  Heavy  Weight 
for  longer,  trouble-free  serv¬ 
ice.  or  where  ordinance  re¬ 
quires. 

Double  Hub  Soilpipe  is 
used  to  prevent  waste.  For 
short  lengths  cut  in  two, 
each  piece  will  have  a  hub. 
Sold  only  in  5-ft.  lengths. 
Prices  on  soilpipe  and  fit¬ 
tings  subject  to  market 
changes.  See  below  for 
prices  on  oakum  and  lead. 

For  freight  rates  see 
Pages  998-999. 


STANDARD  WEIGHT 


Cat.  No.  |  Size 

Shpg.  Wt. 

Per  Lgth. 

42  HM  1300  Single  Hub  2-in. 

19  lbs. 

$0.80 

42  HM  1304  Double  Hub  2-in. 

20  lbs. 

.87 

42  HM  1312  Single  Hub  3-in. 

26  lbs. 

1  .01 

42  HM  1314  Double  Hub  3-in. 

27  lbs. 

1.15 

42  HM  1302  Single  Hub  4-in. 

35  lbs. 

1  .37 

42  HM  1306  Double  Hub  4-in. 

37  lbs. 

1  .49 

EXTRA  HEAVY  WEIGHT 


42  HM  1301  Single  Hub  2-in. 
42  HIVI  1305  Double  Hub  2-in. 
42  H  M  1315  Single  Hub  3-in. 
42  HIM  1316  Double  Hub  3-in. 
42  HIM  1303  Single  Hub  4-in. 
42  HIM  1307  Double  Hub  4-in. 


25  lbs. 

26  lbs. 
45  lbs. 
47  lbs. 
60  lbs. 
63  lbs. 


$0.98 
1  .09 
1  .77 
1  .88 
2.07 
2.28 


Adjustable  Roof  Flange 

Flashings  of  1 -piece  metal.  Lead  inner  ring  permits 
tight  joint  with  vent  pipe  through  roof.  State  size. _ 


iiyrt 

Branch 

Tapped 
for  iron 
pipe.  State 
size. 


42  H  1342-Standard. 


wt. 

Ea. 

2x1/2 

in. 

7 

lbs. 

48c 

3x1(4 

in. 

8 

lbs 

55c 

3x2 

in. 

9 

lbs. 

58c 

4x1/2 

in. 

14 

lbs. 

69c 

4x2 

in. 

14 

lbs. 

69  c 

42  H 

1343- 

-Ex. 

Hvy. 

2x1/? 

in. 

8 

lbs. 

58c 

3x1(4 

in. 

15 

lbs. 

65c 

3x2 

in. 

15 

lbs. 

65c 

4xV/2 

in. 

21 

lbs. 

86c 

4x2 

in. 

21 

lbs. 

86c 

Sanitary 
Tapped 
“T”  Branch 

[Connects 
^lavatory 
or  sink 
Id  r  a  in  to 
[stack.  State 
"size. 

42  H  1348-Standard 


uyn 

Branch 

Use  for 
“Y”  or  in-1 
sert  42  H  1350 
for  cleanout. 
State  size. 

42  H  1 344 

Standard 


Wt. 


Ea. 


Quarter 
Bends 

State 
size. 

?Turns 
j  line  (4 
I'c  o  m  - 
plete  circle  or  90°. 
42  H  1330-Standard. 


2x1  (4 

in. 

8 

lbs. 

50c 

3x1/? 

in. 

12 

lbs. 

63c 

3x2 

in. 

1? 

lbs. 

63c 

4x1/? 

in. 

16 

lbs. 

83c 

4x2 

in. 

16 

lbs. 

83c 

42  H 

1349 

—Ex.  Hvy. 

2x1/? 

in. 

8 

lbs. 

$0.60 

3x1/? 

in. 

16 

lbs. 

.71 

3x2 

in. 

16 

lbs 

.71 

4x1/? 

in. 

22 

Ids. 

1.04 

4x2 

inj 

22 

lbs. 

1.04 

Size 

wt. 

Ea. 

2x2  in. 

8 

lbs. 

37c 

3x3  in. 

12 

lbs. 

57c 

4x2  in. 

17 

lbs. 

57c 

4x3,  in. 

17 

lbs. 

77c 

4x4  in. 

17 

lbs. 

81c 

42  H  1345-Ex.  Heavy 

2x2  in. 

8 

lbs. 

$0.50 

3x2  in. 

17 

lbs. 

.62 

3x3  in. 

17 

lbs. 

.65 

4x2  in. 

24 

lbs. 

.73 

4x4  in. 

24 

lbs. 

1.01 

Cleanout  Fer¬ 
rule.  Brass  plug. 
State  size. 

42  H  1  350 


In. 

Lbs. 

Oz. 

Ea. 

2 

1 

4 

27c 

3 

2 

37c 

4 

2 

12 

48c 

Eighth 
Bends 

Turns 
line  Yb  t  h 
of  circle. 
State  size. 

42H1 334 

Std.  Weight 


Size 

Wt. 

Ea. 

27c 

37c 

53c 

2  in. 

3  in. 

4  in. 

5  lbs. 

7  lbs. 
10  lbs. 

42  H 

1331— Ex.  Hvy. 

2  in. 

6  lbs. 

37c 

3  in. 

10  lbs. 

41c 

4  in. 

15  lbs. 

67c 

Size 

wt. 

Ea. 

2  in. 

4  lbs. 

24c 

3  in. 

6  lbs. 

30c 

4  in. 

8  lbs. 

44c 

Pre- 

taa,  vent 

sewer  gas  from  en¬ 
tering  house. 

42  H  1340-State  Size 
Standard  Weight 


Combi¬ 
nation 
Y  and 
Eighth 
Bend 
Use  at 
foot  of  stack. 

42  H  1  326 

Standard 
State  size. 


Cleanout 

Tee 

With  brass 
cover  on 
branch. 

Opening 
for  clean¬ 
ing.  State 

42  H  1360-Standard. 


2  in.  | 

4  lbs.  | 

27c 

3  in. 

8  lbs.  | 

33c 

4  in.  I 

12  lbs.  1 

54c 

Size 

wt. 

2  in. 

3  in. 

4  in. 

8  lbs. 
14  lbs. 
21  lbs. 

$0.62 

.79 

1.03 

42  B 

1341— Ex.  Hvy. 

2  in. 

9  lbs. 

$0.76 

3  in. 

17  lbs. 

.83 

4  in. 

30  lbs. 

1.27 

Size, 

Wt., 

State 

In. 

Lbs. 

Size 

2x2 

9 

$0.71 

3x3 

15 

1.14 

4x4 

21 

1.14 

42H1327-EX.  Hvy. 

2x2 

1 1 

$0.87 

3 

23 

1.27 

4x4 

25 

1.45 

Size, 

In. 

Shpg. 

Wt. 

7  lbs. 
10  lbs. 
16  lbs. 

Ea. 

2 

3 

4 

$0.99 

1.13 

1.13 

42  H  1361— Ex.  Hvy. 

2 

8  lbs.  $1.23 

3 

17  lbs. 

1.27 

4 

11  lbs. 

1.43 

Brass 
Screw 
Cover. 
Permits 
cleaning 

pipe.  State  size. 

42  H  1 338 

Standard  Weight 


Sanitary 
T 

With  2-in. 
side-tapped 
opening. 
_  Connects 

closet  and  other 
bathroom  fixtures  to 
stack.  Right  or  left 
side.  State  choice 
and  size.  Left  hand 
shown. 

42  H  1332-Standard 


Sanitary 
T 

Connects 
cl  o  set 
bend  to 

_  stack. 

state  size. 

42  H  1328— Std. 


Size 

Lbs. 

Ea'  Size 

Wt. 

Each 

3  in. 

14 

$1.37 

3x3  in. 

16  lbs. 

$1.44 

4  in. 

20 

1.68 

4x4  in. 

20  lbs. 

1.68 

Size, In. 

Wt. 

Ea. 

2x2 

9 

lbs. 

37o 

3x3 

12 

lbs. 

57c 

4x2 

16 

lbs. 

57c 

4x3 

16 

lbs. 

77c 

4x4 

16 

lbs. 

81o 

42  H  1329-Ex.  Hvy 


42  H  1339— Ex.  Hvy. 

3  in.  117  151.45 

4  in.  I  25  I  2.10 


42  H  1333— Ex.  Heavy 

3x3  in. 1 18  lbs. [51.61 
4x4  in.l23  lbs. I  1.90 


2x2 

8  lbs. 

50.50 

3x2 

17  lbs. 

.62 

3x3 

17  lbs. 

.65 

4x2 

22  lbs. 

.73 

4x4 

22  lbs. 

1.00 

Size 

Wt. 

Each 

Wt. 

Each 

Wt. 

Each 

2  in. 

2  lbs. 

$1  .08 

3  lbs. 

$0.94 

2  lbs. 

$0.59 

3  in. 

3  lbs. 

1  .22 

5  lbs. 

.99 

3  lbs. 

.63 

4  in. 

3  lbs. 

1  .44 

5  lbs. 

1.21 

3  lbs. 

.68 

5  in. 

4  lbs. 

1  .70 

6  lbs. 

1.70 

4  lbs. 

1.10 

^  Reducers 

42  H  1351— Std.  Wt. 

State  size. 

3x2  in.  Shipping  wt., 

4  lbs.  8  oz . 28c 

4x2  in.  Shipping  wt.. 

6  pounds . 28c 

42  H  1352 — Extra  Heavy. 

3x2  in.  Wt.,  6  lbs . 30c 

4x2  in.  Wt.,  9  lbs . 34c 


Extra  Heavy  Increasers 

For  caulked  joints.  Used 
at  top  of  stack  so  frost 
won't  close  opening. 

“  1  347 — State  size. 


Size,  In. 

Wt. 

Each 

2  to  4x24 

20  lbs. 

$1  .06 

3  to  4x24 

22  lbs. 

1  .45 

4  to  5x30 

36  lbs. 

1  .68 

Tapped  Increasers 


State 

Size, 

In. 

42H1362 

Standard 

42H1363 
Ex.  Heavy 

Wt. 

Lbs. 

Ea. 

Wt. 

Lbs. 

Ea. 

2  to  4x24 

20 

51.53 

24 

51.45 

3  to  4x24 

22 

1.95 

-  ,  - 

3  to  5x30 

24 

2.49 

28 

2.85 

4  to  5x30 

24 

2.49 

28 

2.85 

Cast  Iron  Drum  Traps 

For  1  Vb  -in.  pipe.  Chrome  plated  cover. 


Size 


4x8  in. 
4x5  in. 


Shpg.  Wt. 


9  lbs. 
5  lbs. 


Each 

$1.19 

.95 


Basement  or 
Garage  Floor 
Drain.  Cast 
Iron. 

42  H 1390 

6x6  in.  Weight, 
3  lbs.  8  oz..  .36c 
42  H  1391  —  9x9 
in.  Weight, 

12  lbs . 64c 

42  H  1392 

12x1 2  in.  Weight, 
15  lbs . 95c 


4-Inch  Seal 
Drain  Trap. 

Cast  iron.  For 
2-inch  soilpipe. 
Not  Mailable. 
Shpg.  wt.,  16  lbs. 

42  HM  1  358 

(A)  W  i  t  h  out 
back  water  valve. 

$1  .89 
42  HM  1  359 

(B)  With  back 
water 

valve .  . .  $3.29 


Lead  Bend 
and  Fer¬ 
rule.  Extra 
heavy.  4x14 
in.  For  con¬ 
necting  clos¬ 
et  bowl  to 
soilpipe. 
Shpg.  wt., 
15  lbs.  8  oz. 

42H1420 

$2.60 


Floor  Flange. 

Brass.  For  lead 
closet  bends. 
Used  between 
lead  bend  and 
closet  bowl. 
Complete  with 
gasket,  screw 
bolts  and  wash¬ 
ers.  Shpg.  wt., 
1  lb.  6  oz. 

42  H  1404 
59e 


Closet  Bends 

Adjustable.  Collar 
included.  Wt.,  19  lbs. 

(A)  42  H  1  378 

No  tapping. 

3x4x14  in... .  $1  .02 
4x14  in 1  .02 

(B)  42  H  1376— 1/2- 
in.  two  side  tapping. 
3x4x14  in... .  $1  .22 
4x14  in 1.22 

Composition  Gasket 
42  H  1379  „ 
Shpg.  wt.,  2  oz...1  4c 


Anti-Syphon  Traps 

Cast  iron  aluminum 
painted  finish.  Used  on 
sinks  and  laundry  tubs. 
Prevents  siphonage  with¬ 
out  the  necessity  of  using 
a  revent.  Threaded  to  fit 
1^4 -in.  pipe. 

42  H  1579-"P”  type 
(to  wall).  Shipping  wt., 

o  lbs.  Each . 84c 

42  H  1  580-"S"  type 
(to  floojr).  Shipp ' 


LEAD  GOODS*  ROPE  OAKUM 


lbs.  Each 


hipping  wt., 

94c 


Hexagon  Solder  Bushings 

42  H  1  41  2— State  size. 


1/4x1  !4 
4  oz. 

I/2XI/4 
6  oz. 

l/2xl/2 
6  oz. 

Each . 

1  5c 

18c 

1  6c 

Brass  Soldering  Ferrule 

42  H  1  454 — Extra  Heavy.  State  size. 


Size,  inches . 

2x1/2 

2x2 

4x4(4x494 

Shpg.  wt . 

1  lb. 

1  lb. 

2  lbs.  8  oz. 

Each . 

34c 

40c 

83c 

FOR  CAST  IRON  HEATING  OO 
FITTINGS  ....  SEE  PAGE  OO 

m 

CASl 

M 

RON 

DRAINAGE  FITTINGS 

(A)  Waste  Tee 

Blai 


31ack.  Connects 
revent  line  to  waste 
connection  at  trap  to 
wall.  State  size. 
Shpg.  wt.,  4  lbs. 

42  H  1241 

1(4  in . 75c 

2  in . $1  .20 

(B)  42  H  1  242 — Black  Drainage  Vent  Tee.  Con¬ 
nects  revent  line  to  horizontal  waste  line.  Shpg.  wt., 
4  lbs.  1(4  in . 89c  2  in . $1.05 


3  Inch  Black 
Drainage  Tee 

Used  as  shown  in  cut  for 
connecting  water  closet  waste 
iipe  to  a  steel  pipe  stack, 
"as  1(4 -inch  side  tapped 
openings  for  connecting  waste 
lines  from  additional  fixtures 
on  either  or  both  sides  of  the  water  closet  to  the  stack. 

42  H  1  243 — Shipping  weight,  11  lbs.  8  oz . $3.35 


PIG  LEAD.  Refined  99.75% 
pure.  2-in.  soilpipe  joint  re¬ 
quires  2  lbs.;  4-in.  needs  4  lbs. 
Shipping  weight,  approx.  5  lbs. 
42  H  1416— Per  lb...  8(4c 
ROPE  OAKUIM.  4-in.  soilpipe 
joint  needs  (4 -lb.;  2-in.,  Ys  -lb. 

42  HM  1  424-State  size. 
Per  cofl  (Av.  wt.,  5  lbs.) .  .  62c 

50-lb.  bale . $5.58 

LEAD  PIPE.  For  waste  pip¬ 
ing  only. 

42  H  1  401  — State  size. 


Inside  Diam. 

Shpg.  Wt. 

Per  Ft. 

1(4  inches 

2  lbs. 

22c 

1/2  inches 

3  lbs. 

34c 

SOLDER.  40%  tin.  60%  lead. 

9  H  8085 — State  size. 
1-lb.  bar.  Wt..  1  lb.  8  oz. .  .  32c 
lObars.Wt..  101bs.8oz..$3. 1  O 


3-Inch  Black 
Drainage  Cross 

For  use  in  connecting 
wastes  from  two  water 
closets  setting  back  to 
back  into  single  steel 
pipe  stack.  Additional 
1(4 -in.  tappings  on  each 
side.  Ideal  for  such  buildings  as  service  stations,  roadside 
stands,  tourist  camps,  etc. 

42  H  1  225 — Shipping  weight,  13pounds.  .  .  .$4.20 


90-Degree  Elbow 

Shpg.  wts.:  1 94-in.,  2  lbs.  10  oz.; 
2-in.,  3  lbs.  10  oz.  State  size. 


42  H  1228 

42  H  1238 

Black 

Galv. 

1(4 -inch 

21c 

23c 

2  -inch 

31c 

35c 

45°  Drainage  Elbow 


Size, 

12  H  122?" 

42  H  1236 

In. 

Black 

Galv. 

1(4 

21c 

23c 

2 

31c 

35c 

Shpg.  wts.:  1(4 

2-in..  3  lbs.  St 


2  lbs.  2oz.; 

tate  size. 
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Drainage  Tee 

For  waste  and  vent 
connections  on  lava¬ 
tories  and  -sinks. 
State  size. 


Size,  In.  Shpg.  Wt. 


1(4 

l/jxl/4 

2 


3  lbs.  14  oz. 

31c 

3  lbs.  14  oz. 

38c 

5  lbs. 

47c 

42H1227  42H1234 


Black 


Galv. 


35c 

42c 

51c 


Drainage  90°  Street  Elbow 

42  H  1229—  Blaqk. 
l(4-in.Wt.2  lbs.  14  oz.  23c 
2-in.  Wt.  3  lbsi!2oz..  34c 
42  H  1240-Galvanized. 
l!4-in.Wt.2lbs.  14oz.27c 
2- in.  Wf.  3  lbs.  13  oz„39o 


(A) 

Th  readed 
Drainage 
Reducing 
Ell.  Black. 
4x3  in. 
Weigh  t , 
11  lbs.8  oz. 
42H1246 
$2.55 


(B)  Threaded 
Closet  Floor 
Flange.  Cast  iron. 
4  in.Shpg.wt.,51bs. 

42  H  1245...  95c 

(C)  Brass  Plug. 

Used  as  a  cleanout. 
Cover  3  in.  Shpg. 
wt.,  1  lb.  6  oz. 

42  H  1473... 69c 


vc 


D)  42  H  1248  —  90° 

-Y.  long  turn.  3  in. 
Shpg.  wt.,2  lbs.  6  oz.$2.40 
(E)42  H  1  249— Drainage 
45  Degree  Y. 

1(4  in.  Wt..  4  lbs....  45c 
2x(4  in.  Wt.  6 lbs. .  .  75c 
3  in.  Wt.  9  lbs..  .$1.90 


(F)  Threaded  90°  T.  Black 
drainage  T.  3x1  (4  in.  Wt.,  9  lbs. 

42  H  1  227 . $1.59 

(G)  Threaded  Vent  T.  3x1(4 
in.  Shpg.  wt.,  5  lbs.  2  oz. 

42  H  1213 . 98c 

(Hi  Drainage  Cross. 

42  H1244— Wt..  15  lbs  $1  .85 


ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON,  MASS., 
ROCHESTER,  OR  BINGHAMTON,  N.  Y.  SEND  ORDERS  TO  BOSTON  ONLY. 


|C>AjS T  (RON' 
SOIL  PIPE 


Brass  Gate 
Valves^ 


Grease  Trap 


Increases  the 
efficiency  of  the 
septic  tank  by 
keeping  kitchen  sink  grease, 
which  stops  bacterial  action, 
out  of  it.  Made  of  14-gauge 
copper  bearing  steel,  tar 
coated.  Heavy  cover;  steel 
baffle  plate.  18-in.  diameter; 

24^4 -in.  high.  3-in.  openings 
take  2-in.  soil  pipe.  Shipped 
from  factories  near  Boston, 

Buffalo,  Rochester,  N.Y.,  Binghamton,  N.Y. 
whichever  is  nearest  and  you  pay  freight 
from  there.  Order  from  Boston.  Ship¬ 
ping  weight,  65  pounds. 

42  HM  2470 . $7.45 

Freight  charges  are  given  on  Pages  998 
and  999. 


For  Pipe 

Shpg.  Wt.  Ea. 

Each 

A  Doz. 

!4  in. 

I  lb. 

7  oz. 

$0.45 

$2.43 

%  in. 

1  lb. 

7  oz. 

.49 

2.65 

V2  in. 

1  lb. 

12  oz. 

.57 

3.08 

%  in. 

1  lb. 

13  oz. 

.69 

3.73 

1  in. 

2  lbs. 

6  oz. 

1  .09 

5.89 

1  in. 

3  lbs. 

6  oz. 

1  .49 

8.05 

Graphite  Wick  Packing 

Repack  old  leaky  faucet  and 
valve  stems.  Insures  leakproof 
valves. 

42H1  6 9 4 — Shpg.  wt. ,  1  oz7  C 


42  H  1 71 6 

Accurately 

machined. 

Red  Brass. 

42  H  1 724 

Compression  type 
Nickel  plated.  Re¬ 
movable  handle. 

42  H  1 71 9 

Positive  action. 
Swing  check 
valve 

42  H  1 742 

Cast  brass  T  han¬ 
dle.  Flat  Straight 
way  opening. 

Shpg. 

Shpg. 

Shpg. 

Shpg. 

Pipe, 

Wt 

Ea. 

Wt. 

Ea. 

Ea. 

l/z 

Wt.  Ea. 

Each 

Wt.  Ea. 

14 

In. 

Lbs. 

Oz. 

Doz. 

Lbs. 

Oz. 

Doz. 

Lbs. 

Oz. 

Doz. 

Lbs. 

Oz. 

Doz. 

!4 

12 

$0.47 

$2.54 

1 

6 

59c 

$3.19 

14 

$0.98 

$5.29 

1 

$0.67 

$3.62 

% 

1 

2 

.59 

3.19 

1 

6 

65c 

3.51 

1 

5 

1.09 

5.89 

1 

6 

.95 

5.13 

1 

1 

12 

.89 

4.81 

1 

12 

1.39 

7.51 

2 

1.55 

8.37 

VA 

2 

5 

1.25 

6.75 

2 

5 

1.79 

9.67 

3 

4 

2.49 

13.45 

lA 

3 

6 

1.69 

9.13 

3 

5 

2.29 

12.37 

2 

5 

7 

2.59 

13.99 

20% 


0 /  LESS  Footage  Than 
0  Regular  Clay  Tile 

With  Sears  New  Perforated  Drain  Tile 
you  need  figure  only  25  to  35  ft.  per  person 
for  well  drained  soil,  when  estimating  your 
disposal  bed.  This  as  compared  to  the  usual 
50  ft.  required  when  clay  drain  tile  is  used 
shows  you  one  great  saving  right  there! 
A  saving  in  tile  as  well  as  a  saving  in  digging. 
Takes  little  time  to  install  as  it  is  very  light 
in  weight.  Comes  in  4-foot  lengths  and 
couplings  make  quick  dirtproof  connections. 
It  is  easily  and  quickly  cut  with  a  car¬ 
penter’s  saw. 

Include  drain  tile  in  your  order  with  a 
Septic  Tank  and  order  on  Sears  Easy  Pay¬ 
ment  Plan.  See  Page  1A  for  full  details! 


1.  Graphite 
and  Copper 
Packing  Ring. 

2.  H  e  a  v  y 
Cast  Bonnet. 

3.  L  a  r  g  e 
Waterway. 

4.  Ball  and 
Socket  Joints. 

5.  Double 
Contact. 

6.  Long  Stem 
and  Body. 

Used  where  a  full  straight 
waterway  is  required  when 
valve  is  open.  Built  extra 
strong  of  red  brass.  May  be 
used  for  pressure  up  to  125 
lbs.  Accurate  machining  and 
double  disc  gate  U.  S.  Navy 
Specification  Hard  Bronze 
give  double  assurance  of  tight 
closing. 


42  H  1  71  7 — State  size. 


For 

Pipe 

Shpg. 
Wt.  Ea. 

Each 

'/2 

Doz. 

In. 

Lbs. 

Oz. 

% 

12 

$0.59 

$3.19 

(Z 

1 

.65 

3.51 

% 

1 

6 

.79 

4.27 

1 

2 

1.09 

5.89 

l'A 

3 

2 

1.49 

8.05 

lA 

4 

6 

1.99 

10.75 

2 

6 

10 

2.89 

15.00 

Compression  Stop  and  Waste  Valves 

Prices  Cut!  Has  every  quality 
feature  of  globe  valve  42  H  1725.  In 
addition  has  a  thumbscrew  waste 
for  draining  pipe  to  prevent  freez¬ 
ing. 

42  H  1  723— State  size. 


For 

Wt. 

Ea. 

Each 

%2 

Doz. 

Pipe,  In. 

Lbs. 

Oz. 

£ 

1 

1 

5 

12 

49c 

55c 

SH9 

Cut  to 


Brass  Globe 
Valves 

Tested  Cut  to 

to  working  mg  mm 
pressure  of  IB  Kl/t  %, 
150  lbs.lf’ftln 
Rugged  H  ~ 
construction  insures 
many  years  of  satis¬ 
factory  service  for 
air,  steam,  oil,  water, 
etc.  Easily  replace¬ 
able  composition 
disc.  Note  8  con¬ 
struction  features 
shown  on  illustration 
at  right.  These  8  fea¬ 
tures  are  the  same  as 
those  on  42  H  1700 
valve  shown  above 
except  Feature  No.  1, 
which  is  heavy  com¬ 
position  disc  instead 
of  15  year  guaranteed 
stainless  steel  swivel 
disc. 


42  H  1  725 — State  size. 


Shpg. 

'A 

Shpg. 

Pipe 

Wt 

Ea. 

Ea. 

Pipe 

Wt., 

Ea. 

Ea. 

%2 

In. 

Lbs. 

Oz. 

Doz. 

In. 

Lbs. 

Oz. 

Doz. 

'A 

1 

7 

35c 

$1.89 

1 

2 

6 

$0.89 

$4.81 

% 

1 

7 

39c 

2.01 

l'A 

3 

6 

1.29 

6.97 

il 

1 

12 

49c 

2.65 

1  a 

4 

5 

1.69 

9.13 

% 

1 

13 

59c 

3.19 

2 

6 

2.59 

13.99 

HERCULES  Copper 
Bearing  Steel  Septic  Tank 

•  Made  of  14-gauge  Copper  Bearing 
Steel.  Rust-resisting! 

•  Unbreakable,  electrically  welded 
seams  give  it  increased  strength. 

•  Entire  tank  is  heavily  coated, 
both  Inside  and  out,  with  asphalt 
— further  protection  against  mois¬ 
ture  and  exposure. 

•  Ingeniously  placed  baffles  prop¬ 
erly  direct  the  sewage  and  ac¬ 
celerate  the  bacterial  action. 

Every  Price  Reduced!  Buy  Now! 

You  can  have  as  modern  a  bathroom  as 
the  city  home,  even  though  you  live  far 
from  city  sewer  systems. 

No  longer  the  inconvenience,  the  health 
menace  of  the  old-fashioned  outhouse! 
Well  water,  though  it  seems  pure,  is  often 
contaminated  by  seepage  from  outhouses. 
Flies  carry  contamination  if  they  have 
access  to  outhouses  through  open  doors, 
uncovered  ventilators,  etc. 

The  Hercules  will  function  for  many 
years  without  any  upkeep  expense.  No 
chemicals  needed.  Sewage  treated  in 
tank  where  harmless  bacteria  act  upon 
solids,  converting  them  into  a  gas  and 
a  clear  liquid.  Gas  escapes  through  the 
roof  vent  in  sewer  line,  and  the  liquid 
seeps  away  through  the  drainage  bed 
where  oxygen  in  soil  renders  it  harmless. 


Sold  on  Easy  Payments  -  See  Page  I A 

Built-in  connections.  6-in.  outlet  and  inlet.  Requires 
4-in.  soilpipe  and  fittings  from  house.  For  best  results 
buy  one  size  larger  than  actual  requirements.  Send  for 
free  Circular  B6133H.  Shipped  from  factories  near 
Boston,  Buffalo,  Rochester,  Binghamton,  N.Y.,  or  Phila¬ 
delphia,  whichever  is  nearest.  Order  from  Boston. 


Catalog 

Number 

Di- 

am. 

In. 

Ht. 

In. 

Work- 

ingCap. 

Gal. 

No. 

Persons 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

42  HM  2473 

38 

48 

200 

4  to  6 

230 

$14.95 

42  HM  2474 

48 

48 

300 

7  to  10 

290 

18.95 

42  HM  2475 

52 

60 

500 

12  to  20 

370 

28.95 

GREASE 
TRAP  ■ 


PERFORATED 
DRAIN  TILE 


.PERFORATED  TILE  SCIE 
rTHICALLY  DESIGNED  FOR 
EFFICIENJiDISPOSAL  BED 


Sears  now  offer  a  different  drainage  tile 
that  anyone  can  afford  and  anyone  can  in¬ 
stall!  Made  of  composition  impregnated 
with  specially  refined  hard  pitch  which 
makes  it  absolutely  unaffected  by  moistures 
and  acids  or  freezing!  Specifically  designed 
for  drainage  beds.  Perforations  give  in¬ 
creased  efficiency  over  clay  tile. 


The  Only  Valve  Made 
Guaranteed  15 


MO  DISCS  TO  WEAR 

Cut  to 


1.  Stainless  steel 
swivel  disc. 

2.  Full  opening. 

3.  Extra  pipe- 
clearance. 

4.  Extra  large 
bonnet. 

5.  Broad  faced  seat. 

6.  Full  waterway. 

7.  Bakelitegasket  under  bonnet. 

8.  Graphite  and  Copper  packing 
rings. 

9.  Tested  for  200  lbs.  working 
pressure. 

Our  finest  valve.  Stainless  steel 
swivel  disc  will  not  corrode.  In¬ 
sures  perfect  metal-to-metal  contact.  No 
discs  to  replace.  Heavy  red  brass,  rough 
nickel  plated. 

42  H  t  700— State  size 


Shf  /EVERYTHING  YOU  NEED  FOR 

A  COMPLETE  SEWAGE  SYSTEM 


42  H 


For 

Pipe 

Shpg. 
Wt.,  Ea. 

Each 

%2 

Doz. 

In. 

Lbs. 

Oz. 

a 

1 

4 

67c 

$3.62 

4 

1 

8 

95c 

5.13 

H  1741 


-State  size. 
59c  I  $3.19 
74c  I  4.00 


Cast  brass.  Patent  cap 
keeps  out  dirt.  Straight 
way  opening. 

42  H  1733— Tee  Handle 
42  H  1739— Lever  Handle 


Size 

In. 

I  Shpg.  ! 
WbJLa. 

Each 

A 

Doz. 

Lbs. 

Oz. 

A 

1 

2' 

$0779 

$4727 

H 

1  1 

8 

1.09 

5.89 

Hydrant  Cock. 
Rough  brass. 
Automatic  drain. 

42  H  1 743 

For  %-in.  pipe. 
Wt.,  1  lb.  8  oz. 
Each  ...  $  1  ,49 
1-in.  pipe.  Wt., 
2  lbs.  8  oz. 

Each  .  .  .  $2.39 
1  !4-in.  pipe.  Wt., 
51bs.  Ea.$3.49 


Malleable 
iron,  gal¬ 
vanized; 
tapped  for 
-inch 
pipe.Shpg. 
wt.,  each, 
6  oz. 

42  H  1749 

Each.1  Oc 
Doz. 50c 


Easier  to  Handle — Weighs  Only 
x/z  as  Much  as  Clay  Drain  Tilel 

Couplings  (shown  above  with  tile  length)  make  easy  con¬ 
nections  and  prevent  blockage  of  drain  lines.  Crosses 
(shown  at  left)  permit  construction  of  any  shape  disposal 
bed  desired.  All  pieces  have  4-in.  diameters.  Tile  comes  in 
4-foot  lengths. 

42  HM  1  372— Drain  Tile.  Shpg.  wt.,  8  lbs. . .  .45c 

42  HM  1  373 — Cross.  Shpg.  wt.,  6  lbs . 39c 

42  HM  1  374 — Coupling.  Shpg.  wt.,  1  lb.  8  oz. . .  6c 


All  merchandise  on  this  page,  unless  otherwise  stated,  shipped  from  BOSTON,  BINGHAMTON,  or  ROCHESTER,  N.  Y.  Send  orders  to  BOSTON  only. 


SEARS  ®  PAGE  913 


(HIDING 


Special 


Cut 


And 


J/  PerF 
Galvd.  %-in. 


Ft- 


EVE  RLAST "COPPER- 
BEARING 'STEEL  PIPE 


•  EVERY  PIECE  INSPECTED 

•  TESTED  TO  WATER  PRESSURE 
OF  1000  LBS.  PER  SQ.  INCH 

•  STRONGLY  WELDED 

•  UNIFORM  WALL  THICKNESS 
•CORROSION  RESISTING 


•  ACCURATE,  CLEAN,  DEEP 
THREADS  MAKE  SOLID, 
WATER -TIGHT  JOINTS 

•  CUTS  AND  THREADS  EASILY 

•  COPPER  BEARING  CONTENT 
GUARANTEED-TRADE  MARK  Q.F.R. 


Nearly  double  the  life  of  ordinary  steel  pipe.  Copper  added  to  steel — 
greatly  increases  resistance  to  rust.  Exposure  tests  in  adverse  conditions 
prove  the  value  of  copper-bearing  steel.  Use  galvanized  pipe  for  plumbing, 
irrigation,  etc.  Use  black  pipe  for  oil,  air,  gas,  heating  plants,  etc.  All  Sears 
pipe  is  carefully  welded.  Scale  is  removed  from  both  inside  and  outside. 
Each  length  inspected  and  tested  at  1000-lb.  water  pressure.  Galvanized 
pipe  is  thoroughly  cleaned  in  acid  and  hot  dip  coated  inside  and  out  with  a 
heavy  smooth  coating  of  pure  zinc.  Each  end  threaded  with  clean,  sharp, 
deep  threads.  One  coupling  furnished  with  each  random  length,  average 
20  ft.  6  in.  Threading  extra  on  special  lengths  as  shown  in  table  and  coupling 
is  not  included.  Prices  below  are  subject  to  market  change.  State  tize. 


Coup¬ 
ling 
includ¬ 
ed  with 
each  full 
length. 


Inside 

Diam.t 

In. 

Shpg.  wt.. 
Per  100 
Ft.  Lbs. 

42  HM  1  202 -Black 

Copper  Bearing 

42  HM  1203— Galv. 

Copper  Bearing 

Threads 

Extra 

Cut  Lengths 

Per  Ft. 

100  Ft. 

Per  Ft. 

100  Ft. 

>A 

43 

4 14  c 

$4.23 

594c 

$  5.66 

5  c  ea.  end 

% 

57 

4  94  c 

4.23 

5  94  c 

5.66 

5  c  ea.  end 

'/2 

85 

594c 

5.44 

7c 

6.73 

5  c  ea.  end 

.94 

114 

7c 

6.88 

814  c 

8.44 

5  c  ea.  end 

1 

169 

994  c 

9.67 

1  2c 

1  1  .87 

6c  ea.  end 

194 

228 

1  394  c 

1  3.09 

1  6Ac 

1  6.07 

7  c  ea.  end 

194 

273 

1  594c 

1  5.65 

1  914c 

1  9.21 

8  c  ea.  end 

2 

368 

21  'Ac 

21  .06 

26c 

25.84 

10c  ea.  end 

2/z 

582 

33  Ac 

33.29 

41c 

40.86 

15c  ea.  end 

3 

762 

4394c 

43.54 

53  !4c 

53.44 

20c  ea.  end 

Standard  Malleable  Fittings 

SAVE  TIME.  Sears  Standard  Malleable  Fittings  have 
proper  tapered  opening  so  pipe  or  nipple  is  guided  into  the 
threads  quickly.  Fittings  have  clean,  sharp,  deep  threads  which 
make  airtight  joints  and  the  clean,  smooth  interiors  permit  free 
flow  of  liquids,  air  or  gases.  For  water  use  galvanized  fittings. 
For  oil,  gas  or  air  use  black  fittings.  State  sizes  carefully. 

Average  unpacked  weight  each  of  various  Malleable  Fittings. 


Size,  In. 

A 

% 

14 

% 

1  I  1/4 

1/2 

2  |  2/z  |  3 

Shpg. 

Wt. 

2 

oz. 

4 

oz. 

7 

oz. 

12 

oz. 

1  lb.  1  lb. 

2  oz.  8  oz. 

2 

lbs. 

2  lbs.  3  lbs.  5  lbs. 
12  oz.|  8  oz.  1  2  oz. 

Pipe, 

In. 

90°  ELBOWS 

42  H  1263 
Galv. 

42  H  1262 
Black 

Ea. 

14  Doz. 

Ea. 

!4Doz. 

1 4 

5c 

$0.25 

3c 

$0.15 

% 

5c 

.25 

3c 

.15 

6c 

.30 

4c 

.20 

94 

7c 

.35 

5c 

.25 

1 

12c 

.60 

9c 

.45 

VA 

18c 

.90 

14c 

.70 

1/2 

23c 

1.15 

17c 

.85 

2 

36c 

1.80 

28c 

1.40 

TEES 


42  H  1269 
Galv. 


Ea. 

7c 

7c 

7c 

9c 

16c 

24c 

30c 

47c 


94  Doz. 
$0.35 
.35 
.35 
.45 
.80 
1.20 
1.50 
2.35 


42  H  1268 
Black 


Ea. 

5c 

5c 

5c 

7c 

12c 

17c 

23c 

36c 


94  Doz 
$0.25 
.25 
.25 
.35 
.60 
.85 
1.15 
1.80 


REDUCI 

NG  TEES 

45°  EL 

BOWS 

42  H  1271 

42  H  1270 

42  H  1273 

42  H  1272 

Galv. 

B1 

ack 

G 

alv. 

Black 

Ea. 

Z2  Doz. 

Ea. 

J4  Doz 

Ea. 

1/2  Doz. 

Ea. 

!4  Doz. 

’  7c 

$0.35 

5c 

$0.25 

... 

7c 

.35 

5c 

.25 

9c 

$6.45 

7c 

$6.35 

9c 

.45 

7c 

.35 

12c 

.60 

9c 

.45 

16c 

.80 

12c 

.60 

15c 

.75 

12c 

.60 

24c 

1.20 

17c 

.85 

21c 

1.05 

16c 

.80 

30c 

1.50 

23c 

1.15 

27c 

1.35 

21c 

1.05 

47c 

2.35 

36c 

1.80 

43c 

2.15 

33c 

1.65 

REDUCING  ELBOWS 

42  H  1265  42  H  1264 

Galv.  Black 


Ea. 

94  Doz. 

Ea. 

14  Doz. 

‘76 

$6.35 

5c 

$6.25 

8c 

.40 

6c 

.30 

11c 

.55 

8c 

.40 

12c 

.60 

10c 

.50 

21c 

1.05 

16c 

.80 

25c 

1.25 

20c 

1.00 

39c 

1.95 

30c 

1.50 

94  -inch 
%  -i  nch 
>/2 -inch 
94-inch 
1  -inch 

1  94-inch 
194-inch 

2  -inch 


No  gasket 
required. 


BRASS  INSE 
42  H  1267 
Galv. 

RT  UNIONS 

42  H  1266 
Black 

Ea. 

J4  Doz. 

Ea. 

!4  Doz. 

22c 

27c 

34c 

50c 

$i.io 

1.35 

1.70 

2.50 

i6c 

19c 

25c 

38c 

$6.80 

.95 

1.25 

1.90 

GASKET  UNIONS 


42  H  1261  j  42  H  1260j 
Galv.  i  Black 


Ea. 

!4  Doz. 

Ea. 

>4  Doz. 

22c 

$  i .  i  6 

isc 

$6^75 

27c 

1.35 

18c 

.90 

34c 

1.70 

22c 

1.10 

48c 

2.40 

31c 

1.55 

61c 

3.05 

40c 

2.00 

78c 

3.90 

51c 

2.55 

’STREET  ELBOWS 


42  H  1255 
Galv. 

42  H  1254 
Black 

Ea.', 

!4  Doz. 

Ea. 

!4  Doz. 

7c 

$0.35 

5c 

$0.25 

7c 

.35 

5c 

.25 

7c 

.35 

6c 

.30 

12c 

.60 

9c 

.45 

14c 

.70 

11c 

.55 

21c 

1.05 

16c 

.80 

26c 

1.30 

20c 

1.00 

42c 

2.10 

32c 

1.60 

PIPE  CAPS 
42  H  1259  42  H  1258 
Galv.  4Black 


Ea. 

!4  Doz. 

Ea. 

94  Doz. 

5c 

$0.25 

4c 

20c 

7c 

.35 

6c 

30c 

9c 

.45 

7c 

35c 

12c 

.60 

9c 

45c 

16c 

.80 

12c 

60c 

23c 

1.15 

17c 

85c 

94 -inch 
%-inch 
94 -inch 

94  -i  nch 

1  -inch 
1 J4 -i  nch 

1  94 -inch 

2  -inch 


SIZES 
TO  FIT 
PIPE 


Seamless 

Steel 


m 

REDUCERS 

BUSHINGS 

PLUGS 

PIPE  COUPLINGS 

42  H  1251 

42  H  1250 

42  H 

1257 

42  H 

1256 

42  H  1253 

42  H  1252 

42  H  1275 

42  H  1274 

Galv. 

Black 

Ga 

lv. 

Black 

Ga 

lv. 

Black 

G 

a  lv. 

Black 

Ea. 

94  Doz. 

Ea. 

)4  Doz. 

Ea. 

94  Doz. 

Ea. 

94DOZ 

Ea. 

94Doz. 

Ea. 

94D0Z 

Ea. 

94  Doz. 

Ea. 

94  Doz. 

% 

•inch 

4c 

20c 

3c 

15c 

94 

-inch 

6c 

$0.30 

5c 

$0.25 

5c 

25c 

3c 

15c 

2c 

ioc 

1c 

5c 

7c 

$0.35 

5c 

$0.25 

% 

-inch 

9c 

.45 

7c 

.35 

5c 

25c 

3c 

15c 

3c 

15c 

2c 

10c 

10c 

.50 

8c 

.40 

1 

-inch 

12c 

.60 

8c 

.40 

7c 

35c 

3c 

15c 

3c 

15c 

3c 

15c 

14c 

.70 

10c 

.50 

1/4 

-inch 

14c 

.70 

11c 

.55 

8c 

40c 

4c 

20c 

5c 

25c 

3c 

15c 

18c 

.90 

13c 

.65 

194 

-inch 

16c 

.80 

12c 

.60 

10c 

50c 

6c 

30c 

7c 

35c 

3c 

15c 

23c 

1.15 

16c 

.80 

2 

-Inch 

25c 

1.25 

20c 

1.00 

15c 

75c 

8c 

40c 

9c 

45c 

5c 

25c 

30c 

1.50 

21c 

1.05 

42  H  1  256 — Bushings  294-in-.  1  5c  each,  75c  94  Doz.;  3-in.  1  9c  each,  95c  94  doz. 


LMQW  TO  O RDJR  PIPE  AN D  FITTINQS  j 

//'  /f  Z 


Pipe  sizes  are 
inside  diam¬ 
eters.  When 
ordering  pipe, 
measure  out¬ 
side  diameter 
and  find  cor¬ 
responding 
circle  on  above 
drawing. 

The  figure  on  the  scale  shows  the  inside  diameter  or  size  to  order. 

For  example:  If  the  outside  diameter  of  your  pipe,  laid  along  the'scale, 
comes  to  the  figure  194-inch — order  114-inch  pipe.  Fittings  and  valves  to 
fit  this  pipe  are  also  114-inch.  "Freight  charges  given  on  Page  998. 


HOW  TO  ORDER 
REDUCING  TEES 


In  sketch 
at  left,  A 
and  B  in- 
g  dicate  run 
and  C  the 
branch. 
Give  corresponding  pipe  size  of 
each  opening.  A,  B  and  C,  in 
that  order.  For  example:  %  by 
94  by  94-  Largest  opening  de¬ 
termines  price.  Reducing  tees 
reduce  to  next  smaller  size 
only:  at  B  or  C  or  both. 


Here  you  will  find  largest  stocks,  best  prices  and  quicker 
service.  Every  piece  conforms  to  all  U.S.  specifications 
for  butt  welded  pipe.  Clean,  sharp  threads — -perfect 
welds — guaranteed  to  be  the  finest  steel  pipe  anywhere. 


If  you  want  prices  delivered  to  your  city,  give  us  list  of 
your  requirements  and  we’ll  quote  delivered  prices.  Inclutf- 

Average  length,  20  ft.  6  in.  Threaded  at  both  ends,  with  ed  with 
one  coupling.  Threading  is  extra  on  special  cut  lengths  as  each 
shown  in  tahle  and  coupling  is  not  included.  Use  black  pipe  and  full 
fittings  for  heating  systems,  oil,  gas,  irrigation  or  air  lines;  length, 
galvanized  for  plumbing  systems,  water,  etc.  Prices  subject  to 
market  change.  State  size. 


Inside 

Diam. 

Shpg  Wt. 
per  100 

42H  M1200 — Black 

42HM1201— Galv. 

Tnreads 

Extra 

Inches 

Ft.  Lbs. 

Per  Ft. 

100 

Ft. 

Per  Ft. 

100 

Ft. 

Cut  Lengths 

'A 

43 

394c 

$3. 

68 

5c 

$4 

92 

5  c  ea.  end 

57 

394c 

3. 

68 

5c 

4 

92 

5c  ea.  end 

Yi 

85 

5c 

4. 

73 

6c 

5 

85 

5  c  ea.  end 

% 

114 

694c 

5. 

98 

7/zc 

7 

34 

5  c  ea.  end 

1 

169 

894c 

8, 

41 

lO/zc 

To 

32 

6  c  ea.  end 

l'A 

228 

1  1  94  c 

1  1  . 

38 

1  4c 

1  3 

97 

7  c  ea.  end 

V/2 

273 

1  394c 

13. 

61 

1  694 

1  6 

70 

8  c  ea.  end 

2 

368 

1  894c 

1  8. 

31 

2294c 

22 

47 

1  Oc  ea.  end 

294 

582 

29c 

28. 

95 

35/2C 

35 

53 

15c  ea.  end 

3 

762 

38c 

37. 

86 

4694c 

46 

42 

20c  ea.  end 

Include  Pipe  and  Fittings  in  Your  Easy  Payment  Order.  See  Page  1A. 


COPPER  BEARING  STEEL  NIPPLES 


CLEAN 

SHARP 

THREADS 


RUST  CAN¬ 
NOT  FORM 
ON  THREADS 


Clean,  sharp  threads,  ends  ream¬ 
ed,  beveled  and  coated  to  prevent 
rust.  Weight  same  as  correspond¬ 
ing  length  same  size  pipe.  State 
length  wanted  as  well  as  pipe 
size. 


42  H  1294— BLACK 


Pipe 

Size, 

In. 

Length,!  n. 

Close, 

Each 

Short, 

Each 

Long  Nipples 

3- 

in. 

4- 

in. 

5- 

in. 

6- 

in. 

Close 

Short 

94 

Vb 

1/2 

2c 

3c 

3c 

3c 

4c 

5c 

% 

1 

194 

2c 

3c 

3c 

3c 

4c 

5c 

94 

VA 

1/2 

3c 

3c 

3c 

4c 

5c 

6c 

94 

1% 

2 

4c 

4c 

4c 

5c 

6c 

7c 

1 

194 

2 

5c 

5c 

5c 

5c 

7c 

8c 

VA 

1% 

2/2 

6c 

7c 

7c 

8c 

9c 

1  1c 

1 9? 

194 

2/z 

8c 

9c 

8c 

1  Oc 

1  2c 

1  3c 

2 

2 

2/2 

1  Oc 

1  2c 

11c 

1  3c 

1  6c 

19c 

294 

294 

3 

1  6c 

20c 

25c 

26c 

28c 

3 

294 

3 

23c 

26c 

29c 

35c 

40c 

Short  Close 
Nipple  Nipple 


42  H  1295— GALVANIZED 


94 

Va 

1/2 

3c 

3c 

4c 

5c 

5c 

6c 

1 

1/2 

3c 

3c 

4c 

5c 

5c 

oc 

Yi 

VA 

1/2 

3c 

3c 

4c 

5c 

6c 

7c 

94 

19* 

2 

4c 

5c 

5c 

6c 

8c 

9c 

1 

1/2 

2 

5c 

6c 

7c 

8c 

1 

Oc 

12c 

194 

1% 

2/2 

7c 

9c 

9c 

1  Oc 

1 

3c 

1  5c 

194 

194 

2  94 

9c 

1  Oc 

11c 

1  3c 

1 

6c 

18c 

2 

2 

294 

1  2c 

14c 

1  4c 

1  7c 

2 

i  c 

24c 

BEVELED 
FOR  EASY 
USE 


FOR  CAST  IRON  HEATING  FITTINGS 
SEE  PAGE  889 


Malleable 

Return 

Bends 

42H1276 

Black 

1 9c 

Yz  Doz. ..9 Sc 

Each.  25c 

94  Doz. 

SI  .25 


Floor  Flange 

Galvanized  malle¬ 
able  iron.  For  rail¬ 
ings,  benches,  etc. 

42  H  1  297 


Size, In.  i  Ea.  At  Doz. 


1 

14c 

16c 

$0.70 

.80 

94 

21c 

1.05 

1 

21c 

1  15 

VA 

23c 

1.15 

1/2 

31c 

1.55 

Thread 
Cutting  Oil 

For  cleaner, 
sharper 
threads. 
Saves  dies 
and  cutter 
wheels.Shpg. 
wt.,  1  lb. 

42H1285 

&T.I9c 


Pipe  Joint 
Compound 

Makes  tight 
joints.  Shpg. 
weight,  can. 
1  lb.  3  oz; 
tube,  6  oz. 
42  H 1 299 

llb  I5c 

can ...  I 

42  H 1 298 

Tube.  .  .  9c 


Galv. 
Long 
Screws 

42  H 1230 

194  in.  Wt..  3  lbs....  75c 
194  in.  Wt.,  3  lbs.  8  oz. .  98c 
2  in.  Wt.,41bs.$1 .29 


Strap  Iron 

Galv.  Used 
with  pipe  hang¬ 
ers.  %xl6  gauge. 

42  H  1278 

4-ft.  lgth.  Q 
Wt.,  12  oz.  .  OC 


Galv.  Pipe 
Straps 

42H1287 

State  size. 


Pipe  Hooks 
42  H 1288 


State 

State  Wt. 

Per 

Size 

Lgth.  Oz. 

Doz. 

6-in.|  3 

1  1c 

94-In. 

8-in.  4 

14c 

6-in.,  4 

13c 

94 -in. 

8-in.i  5 

16c 

Pipe  Ring  and  Bolt 
42  H 1286 


Size, 

Shpg 

Wt. 

94 

In. 

Lbs. 

oz. 

Doz. 

1 

12 

1  6c 

IB 

1 

1 

2 

4 

lie 

2 

1 

8 

22c 

294 

1 

14 

26c 

Size, 

In. 

Shpg.Wt. 
Per  Doz. 

Price 
Per  Doz. 

94 

5  oz. 

4c 

9$ 

6  oz. 

5c 

9? 

8  oz. 

6c 

94 

12  oz. 

8c 

1 

1  lb.  4  oz. 

11c 

194 

1  lb.  5  oz. 

1  S|c 

1C4 

1  lb.  8  oz. 

2 

1  lb.  12  oz. 

He 

PAGE  914  •  SEARS 


ALL  MERCHANDISE  ON  PAGE,  UNLESS  OTHERWISE  STATED,  SHIPPED  FROM  BOSTON  MASS.,  BINGHAMTON 
N.  Y.  OR  ROCHESTER,  N.  Y.  SEND  ALL  ORDERS  TO  BOSTON  ONLY. 


Copper 

Tubing 


sup 

Fitting  ‘V/tt 
on  Tubing  ^ 


Fitting 


RESULT 


Heat  with  Blow* 
torch  and  Apply 


Perfect 

Leaktight  Joint 


Solder  to  End 
of  Fitting 


Heavy  Red  Brass  Compression  Type  Fittings 


Heavy  Red  Brass  Solder  Type  Fittings 


ONLY  TOOLS  NEEDED 


blip  Fitting  Nuft< 
Tubing, Then  Fie 
End  of  Tubing 


Then  Bring 
Two  Parts 
of  Fitting 
Together 


The  only  tools  needed  are  flaring  tool  (K)  above,  hammer, 
hack  saw  and  wrench.  No  solder  or  torch  required. 

Here's  all  you  do:  First — slip  fitting  nut  on  tubing.  Second 
— flare  the  end  of  tubing  with  flaring  tool.  Third — tighten 
fitting  nut  so  that  flared  end  of  tubing  is  held  tightly  against 
shoulder  of  fitting. 


Cat.  No. 

Merchandise 

%-in. 

'/2-in. 

%-in. 

(A) 

42  H  1431 

Tee 

(Cop.  to  Cop.) 

40c 

52c 

68c 

(C) 

42  H  1435 

90°  Elbow 
(Cop.  to  Cop.) 

28c 

32c 

48c 

(D) 

42  H  1438 

Stop  and  Waste 
(Iron  to  Cop.) 

88e 

96c 

$1.16 

tF) 

42  H  1436 

Tee  Female  Iron 

Pipe  Outlet  on  Side 

40c 

52c 

68c 

(G) 

42  H  1430 

Union 

(Cop.  to  Cop.) 

28c 

32c 

48c 

(H) 

42  H  1433 

Adapter 

(Cop.  to  Male  Iron) 

20c 

24c 

32c 

(J) 

42  H  1434 

Adapter 

(Cop.  to  Female  Iron) 

20c 

24c 

32c 

(K) 

42  H  1432 

Flaring  Tool 
(Flares  tubing  ends) 

24c 

28c 

36c 

Shipping  weights:  Fittings  average,  10  oz.;  Valve,  1  lb.  8  oz. 


(BM2H1439 — Reducing  Tee. 

Shipping  weight,  1  lb.  6  oz. 
See  Page  914  for  ordering  in¬ 
structions.  Largest  opening 
governs  price. 

14  in . 5  2c 

%  in . 68c 


(E)42  H  1437— Drop  Ear  El¬ 
bow.  Can  be  nailed  to  wall 
or  joist  for  support.  Ship¬ 
ping  wt.,  14  oz.  State  size. 
96-in.  cop.  to  %  -in.  iron  .  42c 
'A-in.  cop.  to  %-in.  iron .  48e 
!4-in.  cop.  to  14-in.  iron.  48c 


Heavy  cast  red  brass  fittings  can  be  at¬ 
tached  by  anyone.  Cut  tubing  with  a  hacksaw. 
Brighten  with  sandpaper,  apply  soldering 
paste.  When  heated  with  blow  torch,  solder 


will  completely  fill  space  even  though  fitting  is 
vertical.  No  unions  necessary.  Can  be  taken 
apart  easily  with  blow  torch.  Order  fitting 
same  size  as  tubing. 


Cat.  No. 

Shpg.  wts.,  fittings  av.  9  oz..  valve.  1  lb.  8  oz. 

%-in. 

!4-in. 

%-in. 

I  in. 

I'A-in. 

(A)  42  H  1426 

Coupling— Copper  to  Female  Iron  Pipe . 

1  3c 

1  4c 

1  9c 

26c 

40c 

(B)  42  H  1448 

Tubing  End  Cap . 

6c 

9c 

1  3c 

1  6c 

1  9c 

tC)  42  H  1447 

Stop  and  Drain  Cock — Copper  to  Copper.  . 

'2c 

80c 

88c 

$1.52 

(D)  42  H  1445 

Tee — Copper  to  Copper  to  Copper . 

' 

6c 

1  9c 

3Qc 

44c 

60c 

(E)  42  H  1442 

Coupling — Copper  to  Copper . 

' 

3c 

1  4c 

1  9c 

26c 

40c 

<F)  42  H  1444 

45°  Elbow— Copper  to  Copper . 

' 

3c 

1  6c 

22c 

32c 

44c 

(G)  42  H  1443 

90°  Elbow — Copper  to  Copper . 

' 

3c 

1  6c 

22c 

32c 

44c 

(H)  42  H  1429 

90°  Drop  Ear — Copper  to  Copper . 

' 

9c 

24c 

34c 

(J)  42  H  1446 

Nipple — Copper  to  Male  Iron  Pipe . 

' 

3c 

1  4c 

1  9c 

26c 

4Qc 

(K)  42  H  1428 

90°  Elbow — Copper  to  Male  Iron  Pipe.  .  .  . 

' 

4c 

20c 

30c 

40c 

48c 

(L)  42  H  1449  Ground  Joint  Union — Copper  to  Copper.. 

14c 

48c 

64c 

80c 

$1.28 

(M)  9  H  8075 — 14 -lb.  Solder  Paste.  Shpg.  wt.,  4  oz.  .  1  3c  Note:  Reducing  Fittings  avail- 

(N)  5  H  8090—1  lb.Wire  Solder.  Shpg.  wt.,  1  lb.  6  oz .  4  Oc  able  same  price  as  straight  sizes. 


Brass  Radiator  Valves  and  Union  Elbows 

For  solder  connections  to  coDDer  tubing:.  A  lifetime  installation 
Use  next  size  smaller  than  iron  pipe. 


Size, 

BRASS  RADIATOR  VALVES 

UNION 

ELBOWS 

In. 

Shpg.  Wt. 

42H8953-Hot  Water 

42  H  8954— Steam 

Shpg.  Wt. 

42  H  8960 

% 

12  oz. 

$2.35 

$2.75 

4  oz. 

$0.95 

1  lb.  4  oz. 

2.35 

2.75 

8  oz. 

.95 

% 

lib.  6  oz. 

2.75 

3.35 

12  oz. 

1.15 

i 

1  lb.  12  oz. 

3.45 

3.95 

1  lb.  4  oz. 

1  .45 

1  ■*  won’t  rust,  corrode  or  scale  up.  Very  important  in  territories  where 
*  the  water  is  hard  on  piping.  Copper  tubing  will  always  deliver  a  full  flow 
of  clear  water  without  reddish  rust  tinge  or  particles  of  scale.  It  will  last 
“forever.” 

2  It  is  inexpensive.  Constant  full  flow  permits  use  of  a  smaller  size  of  copper 
,  tube.  A  %-in.  copper  line  will  deliver  as  much  water  as  a  J4-in.  ferrous  metal 

pipe,  because  copper  does  not  corrode  or  scale  up.  Flexible  copper  tubing  needs 
few  fittings. 

2  It  is  easily  installed.  No  threads  to  cut,  yet’connects  to  your  present  pipes. 
**  Light  to  handle.  Ideal  for  installation  in  old  houses.  You  can  do  the  job 
yourself.  It  bends  around  obstructions. 

A  It  is  safe.  Copper  tubing  resists  damage  due  to  freezing — an  important  con- 
“  sideration  in  cold  localities.  Its  flexibility  permits  it  to  swell  with  the  expan¬ 
sion  as  ice  forms.  It  can  resist  three  or  four  hard  freezings  before  failure.  Can 
even  be  thawed  with  a  blowtorch. 

s 11  is  efficient.  Gradual  turns  and  mirror-smooth  inner  surface  prevent  loss 
**  of  pressure  from  friction.  Freedom  from  corrosion  (See  1,  above)  keeps  full 
pressure  constant  and  dependable.  Fittings  are  trouble-free. 


Strong — Flexible— Rustproof — Lasts  a  Lifetime.  Tested  for  2,000  lbs.  per 
square  inch  working  pressure.  Flexible,  can  be  bent  easily  around  corners  to  eliminate 
fittings  and  facilitate  installation.  99.9%  puTe  virgin  copper.  For  either  solder  type 
or  compression  fittings,  see  left.  For  compression  fittings  order  flaring  tool  same  size 
as  tubing.  Copper  tubing  is  sold  in  any  lengths  up  to  60  ft.  When  ordering  state  size 
and  length. 


42  H  1  425— Standard 

(Indoor  Use)  Type  L 

42  H  1  451— Heavy  Duty 

(Outside  Use)  Type  K 

Size 

Weight 

Per  Ft. 

Per  60-Ft.  Coil 

Weight  1 

Per  Foot 

Per  60-Ft.  Coil 

%-inch 

3%  oz. 

7%c 

$4.18 

4  A  oz. 

1  O'/bc 

$5.47 

*4  -inch 

4%  oz. 

1  OVaC 

5.85 

6  oz. 

1  2%c 

6.68 

%-inch 

8  oz. 

1  5'Ac 

8.37 

1 1  oz. 

20%c 

11.14 

Prices  subject  to  market  changes. 


TYPE  "M" 

COPPER  TUBING 


For  solder  fitting  connec¬ 
tions.  Straight  lengths — can¬ 
not  be  bent.  Type  "M”  is  most 
generally  used  in  new  buildings. 
Makes  a  neat  appearing  work- 
uian-like  installation.  Easy  to 
install.  Cannot  leak.  No 
threads  to  cut.  Will  withstand 
a  3,500-lb.  pull.  20-ft.  random 
straight  lengths. 


42  H  1  441  — State  size  wanted. 


Size 

Inches 

Shpg.  Wt. 
Per  Foot 

Per 

Foot 

Per 

100  Feet 

% 

3  oz. 

5%c 

$5.65 

•A 

i'A  oz. 

7%  c 

6.85 

6  oz. 

10%c 

9.78 

i 

8  oz. 

1  4!4c 

1  3.05 

1  V\ 

11  oz. 

20c 

1  8.00 

EASY  PAYMENT  PLAN 


If  vour  order  totals  $20.00  or  more  you  can  get 
it  on  Sears  Easy  Payment  Plan.  Include  Brass 


or  Copper  Pipe  and  Fittings  with  your  order.  Fee  Page  1A. 


Size. 

Shipping  Weight 

Threads  Extra, 

Inches 

Lbs. 

Oz. 

Each  End 

tL 

10 

1  7'Ac 

5c 

jZ 

i 

24%c 

5c 

1 

4 

31  !4c 

5c 

l 

1 

12 

44 '4c 

6c 

•  Any  length  up  to  12  ft.  —threads  ex¬ 
tra.  •  Will  not  corrode  or  rust.  Always 
assures  you  of  a  full  flow  of  pure,  clear 
water  at  full  pressure.  •  Standard  iron 
pipe  sizes  and  weight.  •  Guaranteed  for  200  lbs.  working 
pressure. 

Install  brass  pipes  when  you  build  or  refixture.  The  in¬ 
creased  cost  is  small  because  the  supply  pipe  and  fittings 
represent  only  a  fractional  part  of  the  total  cost  of  the  ma¬ 
terial.  Sears  brass  pipe  will  not  leak — lasts  a  lifetime. 
Prices  subject  to  market  changes. 

42  H  1  450— State  size, 


BRASS  FITTINGS 


All  Sears  Brass  Pipe  Fittings  are  of  the  same  quality  and  dur¬ 
ability  as  the  pipe  itself.  Once  installed,  your  repair  worries  are 
ended.  Brass  pipe  and  brass  fittings  shipped  from  Boston  only. 


(J)  42  H  1  455 — Brass  Bushings 

5£x%-in.  Shpg.  wt.,  1  oz..  ,5c  lx  %  -in.  Shpg.  wt.,  2  oz.  ...  1  Oc 
%x%-in.  Shpg.  wt.,  2  oz. .  .  7c  l!4xl  -in.  Shpg.  wt.,  4  oz.  .  .  .  1  6c 


Merchandise 

Catalog 

Number 

% 

In. 

9c 

5c 

6c 

4c 

5c 

21c 

10c 

11c 

Shpg. 

Wt. 

w 

In. 

12c 

8c 

9c 

5c 

6c 

27c 

15c 

16c 

Shpg. 

Wt. 

% 

In. 

17c 

11c 

12c 

6c 

9c 

36c 

20c 

22c 

Shpg. 

Wt. 

1 

In. 

Shpg. 

Wt. 

A  Tees 

B  Couplings 
C  Elbows 

D  Plugs 

E  Caps 

F  Unions 

G  St.  Els. 
K*Reduc.  T's 

42  H  1466 
42  H  1463 
42  H  1462 
42  H  1473 
42  H  1453 
42  H  1464 
42  H  1470 
42  H  1467 

5  oz. 

2  oz. 

3  oz. 

1  oz. 

2  oz. 
7  oz. 

3  oz. 
5  oz. 

7  oz. 

4  oz. 

5  oz. 

2  oz. 

3  oz. 
10  oz. 

5  oz. 
7  oz. 

9  oz. 

6  oz. 

7  oz. 
3  oz. 
5  oz. 

15  oz. 
7  oz. 
9  oz. 

27c 

17c 

19c 

9c 

13c 

50c 

26c 

33c 

13  oz. 
8  oz. 
10  oz. 
5  oz. 
7  oz. 
I  lb. 7  oz. 
10  oz. 
13  oz. 

*Large  opening  governs  price. 


(H)  42  H  1  468 — Brass  Pipe  Nipples 

To  figure  shipping  weight  multiply  total  length 
of  all  nipples  of  one  size  by  weight  shown  for  brass 
pipe. 

Close  Nipples — State  Length  wanted  and  Pipe  Size. 


Pipe  Size 

Length,  Close 

Close,  Each 

%-inch 

1  -inch 

4c 

A  -inch 

1 14 -inch 

5c 

94 -inch 

1  %  -inch 

6  c 

1  -inch 

1  !4-inch 

8c 

Long  Nipples — State  Length  wanted  and  Pipe  Size. 


Pipe  Size 

2-in. 

3-in. 

4-in. 

5-in. 

6-in. 

%-in. 

'A-  in. 
%-in. 

1  -in. 

5c 

7c 

iSc 

7c 

1  Oc 

1  1c 

1  4c 

10c 

1  2c 

1  4c 

1  9c 

1  1  c 

1  4c 

1  8c 
24c 

Ip 

28c 

ALL  MERCHANDISE  ON  THIS  PAGE,  UNLESS  OTHERWISE  SPECIFIED,  SHIPPED  FROM  BOSTON,  MASS., 
ROCHESTER  OR  BINGHAMTON,  N.  Y.  SEND  ORDERS  TO  BOSTON  ONLY. _ 


SEARS  e>  page  9 1 5 1 


HEAT 

USED 


3  TIMES 


in  the  HERCULES  Boiler 


(Reg.  U.  S.  Pat.  Off.) 


MORE  HEAT  FROM  LESS  FUEL 


$64 


50 


CASH 


5-Section 
Hot  Water 
Boiler 


With  Complete  Trim  Less  Jacket 

In  selecting  a  boiler  consider  these  impor¬ 
tant  facts:  efficiency,  reliability,  durability, 
beauty  and  the  costs  of  operation  and  main¬ 
tenance. 

Note  the  sketches  at  left  showing  the  flue 
passages,  the  heart  of  boiler  efficiency.  The 
hot  gases  must  pass  back  and  forth  a  total 
of  three  times.  No  chance  for  heat  to  be 
wasted  up  the  chimney.  The  Hercules  Boiler 
absorbs  as  much  heat  from  the  fuel  as  pos¬ 
sible  with  economical  operation. 

The  reliability  of  a  boiler  is  no  stronger  than 
the  firm  selling  the  merchandise.  Sears,  Roe¬ 
buck  and  Co.  have  for  50  years  guaranteed  and 
stood  behind  the  guarantee  of  its  merchandise 
when  installed  according  to  our  instructions. 
And  to  insure  correct  layout  and  installation 
we  have  our  F ree  Consulting  Service  de¬ 
scribed  on  Page  1019. 

Durability  is  assured  through  heavy,  uni¬ 
form,  perfect  fitting  castings  accurately  ma¬ 
chined  and  tapped  where  necessary.  Doors 
are  heavy  and  surface  ground  at  faces.  High 


ashpit  protects  the  grates;  water  legs  are  low 
to  protect  sections  from  excessive  heat. 

The  baked  enamel,  smooth,  rounded  corner 
jacket  provides  beauty  for  your  basement. 
Red  enamel  finish  trimmed  in  black.  Equipped 
with  modernistic  design  square  gauge. 

The  Hercules  is  easy  on  your  fuel  bill.  You 
get  more  heat  from  less  fuel.  The  triple-seal 
3-ply  air-cell  asbestos  insulation  on  the  jack¬ 
eted  boilers  provides  added  assurance  of  low 
fuel  costs.  Maintenance  costs  are  kept  at  the 
lowest  possible  level  by  building  this  Hercules 
as  the  most  durable,  heavily  constructed  and 
best  engineered  boiler  possible  to  secure. 

Burns  hard  or  soft  coal,  or  wood;  can  be 
converted  into  oil,  gas  or  stoker  fired  unit. 
Boiler  takes  9-in.  smokepipe.  Boiler  height, 
57  in.  to  top  of  jacket.  Easy-to-follow  instruc¬ 
tions  included.  Prices  below  for  boilers  include 
firing  tools. 

Prices  include  COM  PLETE  trimmings.  For 
steam  boiler:  Gauge,  damper  regulator,  safety 
pop  valve,  gauge  glass  and  tri-cocks.  Com¬ 
plete  trim  on  hot  water  boilers  include  gauge 
and  automatic  damper  regulator. 

For  Easy  Payments,  See  Page  1A.  For 
freight  charges,  See  Pages  998-999. 

Can  be  furnished  less  grates  for  stokers  or 
oil  burners.  Write  us  for  prices. 

Note:  We  also  carry  a  complete  line  of  large 
square  boilers  for  heating  apartment  build¬ 
ings,  factories,  etc.  Write  for  prices. 


PRICES  INCLUDE  COMPLETE  TRIM 


HOT  WATER  BOILER 

42  HM  8671 

With  Jacket 

42  HM  8672 

Less  Jacket 

No. 

Sections 

Actual 
Load, 
Sq.  Ft. 

Rated 
Capacity 
Sq.  Ft. 

Size  of 
Fire  Pot, 
Inches 

Shpg. 

Wt. 

Lbs. 

Cash 

Price 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

5 

480 

950 

17x1 6  Hi 

1.045 

$  74.50 

1,004 

$  64.50 

6 

630 

1250 

17x20H- 

1.187 

87.50 

1,137 

75.00 

7 

780 

1550 

17x25 

1,348 

98.50 

1,291 

88.00 

8 

930 

1850 

17x29 

1,506 

1 1 3.00 

1,444 

98.50 

9 

1080 

2150 

17x33 

1,657 

1  25.00 

1,582 

1 1 2.00 

STEAM  BOILER 

42  HM  8691 

With  Jacket 

42  HM  8692 

Less  Jacket 

5 

290 

575 

17x16)4 

1.045 

$  83.00 

1,004 

$  71.00 

6 

380 

750 

1 7x20)4 

1,187 

97.00 

1,137 

83.00 

7 

470 

925 

17x25 

1,348 

1  09.00 

1,291 

97.00 

8 

560 

1100 

17x29 

1,506 

1 22.00 

1,444 

1  07.00 

9 

650 

1275 

17x33 

1,657 

1 35.00 

1,582 

1  22.00 

Shipped  from  Boston,  Rochester  or  factory  at  Dunkirk,  N.  Y.  Send  orders  to  Boston  only. 


SUM  TYPE  TUBULAR  RADIATORS 


•  Thin  tubular  type  radi¬ 
ators. 

•  Maximum  heating  sur¬ 
faces.  •  Free  circulation 
without  restriction. 


•  Made  of  smooth,  close 
grained  cast  iron. 

•  Easily  painted  to  match 
room  decorations. 


•  Absolutely  tight. 

•  Push-nipple  construc¬ 
tion.  No  screw  nipples 
used  in  joining  sections. 


This  finest  radiator  is  the  result  of  the  best 
engineering  that  years  of  experience  can  give. 

If  radiation  could  be  made  paper  thickness 
it  would  be  the  most  efficient  ever  developed. 
This  fact  led  engineers  to  lighten  older  types 
so  that  we  now  have  the  lightest  radiation  we 
can  safely  make  without  fear  of  leaks  or  break¬ 
age.  This  uniform,  close  grained  cast  iron 
radiation  of  the  “multiple  tube”  type  gives  the 
quickest  heat  transfer  by  providing  greater 
exposed  surface  and  more  rapid  transmission 
of  heat  from  the  steam,  vapor  or  water  to  the 
air  around  the  radiator.  In  joining  each  sec¬ 
tion  to  the  next,  malleable  push  nipples  are 


used  which  effectively  seal  the  joints  for  the 
life  of  the  radiator.  The  openings  for  circula¬ 
tion  between  sections  are  correctly  sized  and 
of  full  size  to  avoid  resistance. 

Tested  under  100  lbs.  water  pressure  before 
being  assembled.  Again  tested  after  assembly 
into  complete  radiators.  Lastly  dipped  in  a 
gray  prime  coat  finish  paint. 

How  to  Determine  Size  of  Radiator 

Each  section  is  2)4 -in.  thick.  A  20-section 
radiator  would  be  50  inches  long.  Shipped 
from  Boston,  Rochester  or  factory  at  Utica, 
N.  Y.  Send  orders  to  Boston  only. 


Height 

Per  Sect. 

|  Shpg.  Wt. 

Price 

Height 

Per  Sect. 

Shpg.  Wt. 

Price 

3-Tube 

42H  M8810 — For  Steam 

Width 

5-Tube 

42H  IM8814— For  Steam 

Radiator 

42H  M8811— Hot  Water 

5  in. 

Radiator 

42H  M8815— Hot  Water 

8%  in. 

38  in. 

3)4  sq.  ft. 

21  lbs. 

95c 

38  in. 

5  sq.  ft. 

30  lbs. 

$1.35 

32  in. 

3  sq.  ft. 

18  lbs. 

81c 

32  in. 

4)4  sq.  ft. 

26  lbs. 

1.17 

26  in. 

2)4  sq.  ft. 

14  lbs. 

63c 

26  in. 

SYz  sq.  ft. 

21  lbs. 

.95 

20  in. 

1%  sq.  ft. 

11  lbs. 

47c 

20  in. 

2%  sq.  ft. 

16  lbs. 

.72 

4-Tube 

42H  M8812— For  Steam 

Width 

7-Tube 

42H  (VI8816— For  Steam 

Width 

Radiator 

42H  M8813— Hot  Water 

6 %  in. 

Radiator 

42H  M8817— Hot  Water 

12)4  in. 

38  in. 

4)4  sq.  ft. 

26  lbs. 

$1.15 

26  in. 

5  sq.  ft. 

30  lbs. 

$1  .35 

32  in. 

3) 4  sq.  ft. 

21  lbs. 

.95 

23  in. 

4)4  sq.  ft. 

26  lbs. 

1.15 

26  in. 

2%  sq.  ft. 

1  7  lbs. 

.74 

20  in. 

3%  sq.  ft. 

22  lbs. 

.99 

20  in. 

2)4  sq.  ft. 

14  lbs. 

.61 

17  in. 

3  sq.  ft. 

18  lbs. 

.81 

14  in. 

2)4  sq.  ft. 

15  lbs. 

.68 

Hot  gases  on  long  flue 
travel  make  the  Hercules 
most  efficient  and  econom¬ 
ical  boiler  known  today. 


38  I  nches 
4-T  u  be 


32  I nches 
5-T  ube 


nches 


Tube 


SEARS  REPAIR  PARTS:  No  matter  how  long  you  operate  a  Sears  furnace,  boiler 
or  stoker,  you  can  always  get  repair  parts  quickly  and  at  lowest  prices,  should  you 
require  them. 


Gases  are  burning  fiercely 
when  they  start  the  flue  jour¬ 
ney.  They  travel  to  the  back 
of  the  boiler  and  into  the  first 
flue  "gallery” — heating  all 
the  way. 


Back  again  to  the  front  of 
the  boiler,  up  Into  the  next 
"gallery” — and  only  then, 
their  work  fully  done — out 
through  flue. 


QUICKER,  MORE  EFFICIENT  HEAT  WITH  AUTOMATIC  VALVES 


•  Guaranteed  5  years. 

•  Non-corrosive  construction. 

•  Thoroughly  tested.  Close 

quickly.  Chromium  plated. 

For  steam  systems  use  No.  1 
on  radiators.  No.  3  on  small 
mains,  risers  and  coils.  No.  5  on 
large  mains  and  risers. 

No.  1  Air  Valve  has  Hi -in.  side 
connection. 

No.  3  Air  Valve  has  'A -in.  male, 
!4-in.  female  bottom  connections. 

No.  5  Air  Valve  has  %-in.  bot¬ 
tom  connection. 

Any  one-pipe  system  easily 
vacuumized.  Tighten  connec¬ 
tions,  pack  radiator  valves,  check 
for  leaks.  Use  No.  2  on  radiators. 
No.  4  on  small  mains  and  risers. 
No.  6  on  large  mains  and  risers. 

No.  2  Vacuum  Valve  has  Hi -in. 
side  connection. 

No.  4  Vacuum  Valve  has  )4-in. 
male.  Hi -in.  female  bottom  con¬ 
nections. 

No.  6  Vacuum  Valve  has  %-in. 
bottom  connection. 

On  new  systems  install 
42H8990  Air  Valve  at  right.  After 
several  weeks  when  system  is  clean 
install  larger  Vacuum  or  Air 
Valves  for  better  operation. 


Automatic 
^  Radiator 
Siphon  Valve 

)4-ln.  thread.  Shpg. 
wt..  6  oz. 

42  H  8946— No.  1 

Air  Valve . 79c 

42  H  894  7— No.  2 

Vacuum  Valve. $  1.39 


Automatic  quick 
^  Vent  Air  Valve 

Oversize  construction. 
Large  % -i n .  bottom  outlet. 
Shpg.  wt.,  1  lb.  4  oz. 

42  H  8944— No.  5 

Air  Valve . $4. 95 

42  H  8945— No.  6 

Vacuum  Valve .  .  .  .$5,25 

©Automatic 
Air  Valve 

Threaded  14  in.  Shpg. 
wt.,  6  oz. 

42  H  8948— No.  3 

Air  Valve  . $  1.1  9 

42  H  8949— No.  4 

Vacuum  Valve  ....  $1  .59 


©Siphon  Radiator 
Air  Valve 

Competitive  priced  air 
valve.  Shpg.  wt.,ea.,  12oz. 

42  H  8990-Each  29c 

)4-doz.  Shpg. 

wt.,  2  lbs.  ....  $1  .59 

Radiator 
Air  Valve 

Nickel  plated  brass. 
Threaded  )4  in.  Shpg. 
wt.,  each,  2  oz.;  )4 -dozen, 
6  oz. 

42  H  8963— Valve 
Each. ..6c  !4 -doz. ..30c 

42  H  89 64— Key 

Each. ..3c  )4  -doz...1  5c 


Hot  Water 
Radiator 
Valves 

Nickel  plated 
urass  with  un¬ 
ion.  Composi- 
handle.  One-half 
turn  opens  valve. 


42  H  8967 — State  size. 


Size, 

In. 

Shpg. 
Wt.  Each 

Each 

14 

Doz. 

'4 

1  lb.  4  oz. 

$0.91 

$4.91 

% 

1  lb.  8  oz. 

1.05 

5.67 

1 

2  lbs. 

1.27 

6.86 

i  A 

3  lbs. 

1.69 

9.13 

1)4 

3  lbs.  8  oz. 

2.13 

11.50 

Steam 
Radiator 
Valves 

Same  as 
above,  but 
for  steam. 
Heat  resist¬ 
ing  disc. 

H  8968 — Stale  Size. 


In. 

Shpg 

Wt. 

Ea. 

Hi -Doz. 

A 

1  lb. 

8 

OZ. 

$0.95, 

$5.13 

% 

1  lb. 

12 

oz. 

1.15 

6.21 

1 

2  lbs. 

4 

oz. 

1.39 

7.51 

1  !4 

3  lbs. 

4 

oz. 

1.89 

10.21 

1  !4 

4  lbs. 

4 

oz. 

2.23 

12.04 

Brass 
Union 
Elbows 

1  Nickel  plat¬ 
ed.  For  hot 
water  radiators.  State 
size. 


42  H  8966 


Size, 

In. 

Shpg.Wt., 

Each 

Each 

!4 

Doz. 

Lbs. 

Oz. 

1 

12 

$0.47 

.571 

$2.54 

3.08 

i 

1 

8 

.73 

3.94 

IA 

2 

.91 

4.91 

1)4 

2 

12 

1.25 

6.75 

Floor  & 
Ceiling 
Plates 


Adjustable.  Can  be  put 
on  pipes  after  they  are  in 
position.  Nickel  plated. 

42  H  89  69 — State  size. 


Size, 

In. 

Shpg.Wt., 

Each 

Ea. 

S4 

Doz. 

!4 

8  oz. 

5c 

25c 

44 

8  oz. 

6c 

30c 

1 

8  oz. 

7c 

35c 

U4 

8  oz. 

8c 

40c 

H4 

12  or. 

9c 

45c 

PAGE  1018  B623  SEARS 


FAST  FREIGHT  ! 


ALL  MERCHANDISE  ON  PAGE,  UNLESS  OTHERWISE  STATED,  SHIPPED 
FROM  BOSTON,  MASS.,  ROCHESTER  OR  BINGHAMTON,  N.  Y. 


1NDESTRUCT0  BOILERS . .  Guaranteed  for  20  YEARS 


GRATES  GUARANTEED  20  YEARS! 

I  f  within  that  time  they  wear  out .  burn 
out,  or  give  out,  we  will  furnish  new 
grates  free. 

SEARS,  ROEBUCK  and  CO. 


Insured  for  20  years  against  your  Indestructo 
grates  burning  out.  Grates,  often  the  weakest  point  of 
any  boiler  are  now  protected  with  our  20-year  written 
guarantee.  These  grates  have  passed  the  same  famous 
Sears  torture  test  used  to  prove  the  superiority  of  our 
Indestructo  cast  iron  furnace.  See  Page  1024  for 
description  of  history-making  tests. 

Notice  the  large  cuts  at  right  showing  just  a  few  of 
our  Indestructo’s  matchless  engineering  features.  The 
large  deep  firebox,  extended  flue  travel,  and  large 
heavy  sections  give  quick,  sensitive,  response  in  your 
rooms,  where  you  want  the  heat.  Note  the  higher 
ratings  of  our  Indestructo  over  other  boilers.  Section 
for  section,  it  is  the  most  efficient  sectional  boiler.  In 
some  cases  you  may  be  able  to  use  a  5-section,  for  ex¬ 
ample,  instead  of  a  6-section  of  another  make  boiler. 
Compare  ratings! 

For  as  little  as  75c  per  year  additional  you  get  20 
years  protection  on  grates,  and  higher  ratings,  heavier 
insulation,  greater  efficiency,  larger  firebox,  longer 
firing  periods,  heaviest  construction,  and  modern 
beauty  for  your  basement. 

It  is  the  easiest  boiler  to  assemble  due  to  its  in¬ 
dividual  tie  rods  between  each  section.  No  chance  for 
buckling  the  sections  due  to  uneven  drawing  up.  The 
cold  rolled  steel  jacket  comes  in  few  parts.  Easy  to 
assemble.  Top  corners  trimmed  in  chromium  plate. 

With  the  ease  of  assembly  and  free  engineering  serv¬ 
ice  described  below  plan  your  own  installation. 

Complete  trims  described  at  right  included  in  prices 
shown.  The  extra  large  door  gives  easy  access  to  a 
man  size  shovel  full  of  coal.  The  independent  clinker 
door  permits  loosening  of  clinkers  and  cleaning  of  fire 
right  at  grate  line.  The  extra  large  and  deep  ashpit 
permits  extra  accumulation  of  ashes  and  hence  fewer 
removals.  Less  dirt,  fuss,  and  inconvenience.  Install 
an  Indestructo  boiler  this  fall  and  forget  your  heating 
problems.  Obtain  the  most  heat  per  year  at  the  lowest 
cost  per  year  with  guaranteed  performance.  Remem¬ 
ber  1  You  can  always  get  repair  parts  for  your  boiler 
at  Sears  I 


The  heaviest 
grates — made  of 
Indestructo  met¬ 
al.  Designed  for 
all  coals. 


Dou  ble  width 
front  section,  in¬ 
dividual  tie-rods, 
big  water  capac¬ 
ity. 


Efficiency!  Hot 
gases  pass  to  rear 
of  firebox  and 
water  absorbs  the 
heat. 


Hot  Water  Boiler 
With  Jacket  and  Trim 

Complete  trim 
I  ncl  u  des  auto¬ 
matic  regulator, 
all  fittings  and 
gauges. 


I  ns u lated  o n 
all  four  sides  and 
top  with  4-p!y  in¬ 
stead  of  3-ply 
aircell  asbestos. 


An  addition  in¬ 
stead  of  an  eye¬ 
sore  for  a  mod¬ 
ernized  base¬ 
ment. 


Boiler,  Complete  with  Jacket  and  All  Trim 


No.' 

Sec¬ 

tions 

Size  of 
Firepot, 
Inches 

Shpg. 

Wt., 

Lbs. 

42  HM  8670 

Hot  Water  Boiler 

42  HM  8690 

Steam  Boiler 

Actual 
Load, 
Sq.  Ft. 

Cash 

Price 

Actual 
Load, 
Sq.  Ft. 

Cash 

Price 

5 

18x16/2 

1300 

580 

$85.00 

350 

$93.00 

6 

18x20/2 

1425 

715 

99.00 

430 

1  08.50 

7 

18x25 

1575 

845 

1  1  3.00 

510 

1  23.50 

8 

18x29 

1700 

980 

1  27.50 

590 

1  39.50 

9 

18x33 

1875 

1110 

1  42.00 

670 

1  55.00 

10 

18x37 

2000 

1245 

1  57.00 

750 

1  69.00 

Write  for  prices  for  automatic  firing.  Shipped  from  Boston, 
Rochester  or  Utica,  N.  Y.  Send  orders  to  Boston. 


42  H  8822 — Steel  louvers.  Available  m  even  numbered  sections  for 
radiators  6  to  20  sections  in  length.  When  ordering  longer  than  20  sections, 
two  louvers  will  be  sent  totaling  required  no.  of  sections.  State  number  of 
sections  in  radiator.  Shipping  weight,  per  section,  3  ounces.  Per  sec.  "c. 

42  H  8977 — Concealed  steam  valve.  Shpg.  wt.,  4  . 98c 

42  H  8976— Concealed  hot  water  valve.  Shpg.  wt.,  2  oz .  9c 


AIR  FLOW  RADIATION  . .  New  Design  .  .  New  Principle 


This  Air-Flow  Radiator  combines 
two  outstanding  features  which  put 
it  in  a  class  by  itself— far  superior  to 
other  types  of  radiation,  efficiency  and 
beauty.  Gets  all  the  heat  from  your 
water  or  steam  because  this  is  a  com¬ 
bination  of  two  radiator  principles. 
It  has  maximum  surface  for  direct 
radiation  and  in  addition,  concealed 
vanes  or  fins  over  which  air  is  circu¬ 
lated  from  bottom  to  top;  this  is 
known  as  convection.  Theladdition  of 
convection  principle  gives  15%  more 
heat  than  radiators  using  only  direct 
radiation. 

Prices  Are  Low 

Favorable  manufacturing  costs  per¬ 
mit  us  to  offer  this  outstanding  value 
at  almost  the  same  as  standard  radia¬ 
tors.  (See  diagram  at  right  for  illus¬ 
tration  of  convection  principle).  The 
smooth  external  surface  can  be 
painted  any  harmonizing  color  to  suit 
your  furnishings.  More  efficient  if 
installed  in  the  open.  Pleasing  ap¬ 
pearance  adds  to  any  room.  When 
used  for  hot  water  systems  water 
temperature  should  be  maintained  at 


175°  or  more  to  get  full  advantage  of 
convection  principle  described  above. 

Air  Flow  Radiators  for 
Steam,  Hot  Water  or  Vapor 

Installation  is  as  simple  as  for  any 
other  type  radiator.  All  sections  are 
20  in.  high.  To  determine  length  of 
complete  radiator,  figure  2  in.  per  sec¬ 
tion.  Made  in  5-in.  and  7J^-in.  widths. 
Tapped  1  14  -in.,  bushed  down  to  desired 
size.  State  size  tappings  wanted. 
Prices  below  are  for  radiators  without 
bottom  louvers.  If  louvers  are  desired, 
see  below  at  left. 

Note:  Air-Flow  sold  only  in  an  even 
number  of  sections,  from  6  to  30.  If 
radiator  is  to  be  recessed  in  wall  add 
25%  more  radiation  than  if  used  in 
open.  Recessed  space  should  be  insulat¬ 
ed  on  back  sides  and  top.  Our  regular 
radiator  valves  may  be  used  with  Air- 
Flow  Radiators. 

Freight  charges  are  given  on  Pages 
998-999.  Shipped  from  Boston 
only. 


Width. 

Cap.  Per  Sec. 

Tapped  for 
Hot  Water 

Tapped  for 
Steam 

Shpg. 

Per 

Inches 

Square  Feet 

Wt. 

Section 

5 

42  HM  88f~8 

42HM88T9 
42  HM  8821 

11  lbs. 

60c 

7'A 

42  HM  8820 

15  ibs. 

90c 

This  picture  clearly 
shows  the  efficient 
movement  of  air  as 
it  passes  through 
the  Air-Flow.  Cold 
air  is  picked  up 
from  floor  and 
passes  over  and 
between  hot  fins  of 
radiator  section  to 
be  discharged  at 
top,  into  the  room 
at  chair  height. 


HERCULES  STQKERS  Save  You  Money 


I  There’s  a  HERCULES  Stoker  to  fit  every  needl  Depending 
i  on  the  size  stoker  you  need  you  can  save  $75  to  $650  by  buying 
a  HERCULES!  We  are  able  to  furnish  Anthracite  stokers  in 
both  bin-feed  and  hopper  models  in  sizes  adequate  for  large  and 
small  homes,  as  well  as  a  complete  line  of  Bitumi¬ 
nous  stokers  for  the  smallest  home,  to  large  com¬ 
mercial  and  industrial  boilers  up  to  100  H.P.  All 
jobs  are  carefully  engineered.  For  full  particulars 
write  for  Survey  Blank  No.  BH12203PH.  Com¬ 
plete  installation  blue  prints  furnished  with  each 
stoker.  We  invite  your  inquiry. 


SEARS  TOOL  LOAN  PLAN 

We  will  loan  all  the  tools  you 
need  to  install  a  complete  6team  or 
hot  water  heating  plant.  The  de¬ 
posit  is  $28.  Include  this  amount 
with  your  order.  Use  the  tools  until 
the  plant  is  installed,  then  return 
the  tools  to  us  and  we  will  send 
back  your  money  immediately. 

By  installing  the  plant  yourself 
with  aid  of  a  helper,  you  make  even 
greater  savings. 


FREE  HELP 
PROBLEM  . 


Free  Consulting  Service! 

For  years  we  have  maintained  a  large  staff 
of  thoroughly  trained  heating  consultants. 
These  men  are  heating  experts.  They  have 
handled  hundreds  of  thousands  of  heating 
problems  for  people  all  over  America.  They 
are  consultants  who  have  had  wide  and  varied 
experience  with  a  record  of  brilliant  successes 
in  reducing  heating  costs.  They  are  here  to 
help  you  free  of  charge.  It  is  easy  to  get  com¬ 
plete,  accurate  free  advice  on  your  problem. 
See  estimate  blank  at  right. 


IN  SOLVING 


Free  Estimating  Service 

The  lowest  cost  of  equipment  suitable  for 
your  home  can  be  determined  accurately  by 
sending  information  on  our  heating  estimate 
form  BH6095PH.  Fill  it  out  completely  and  re¬ 
turn  it  to  us.  Our  consultants  will  do  the  rest. 
Cost  to  you  of  materials  for  a  complete  heating 
plant  or  any  part  of  it  will  be  promptly  fur¬ 
nished.  When  you  order  we  furnish  necessary 
blueprints  and  instructions  for  installation 
Write  for  information  blank  BH6095PH. 

Send  today  for  Heating 
Estimate  Form  No.  BH6095PH. 


Install  your  own  heat¬ 
ing  plant.  Blueprints 
furnished  upon  receipt  of 
order.  Also  complete  in¬ 
stallation  instructions. 


QUICK  SERVICE 


Sears  convenient  shipping  points  save  you  time  and  freight. 
Send  your  orders  to  BOSTON  only. 


SEARS  8623  page  1019 


This  view 
shows  heat 
losses  when 
pipes  are  not 
insulated.  Save 
1/S  of  your 
fuel  bill  by  in¬ 
sulating  your 
steam  or  hot 
water  piping. 


By  actual  comparative  tests,  pipe  covered  with  Sears  Aircell 
Asbestos  Pipe  Covering  reduced  heat  losses  between  20%-30% 
compared  to  bare  pipe.  3-ply  air-cell  asbestos — three  layers  of 
heavy  corrugated  asbestos  paper  with  a  reinforced  outer  shell 
of  asbestos  paper  with  cloth  covering.  Greatest  amount  of 
strength  and  rigidity.  3-ft.  lengths.  Lacquered  brass  bands  for 
attaching  included.  Easy  to  install  on  any  steam  or  hot  water 
system  pipes;  just  paste  down  cloth  flaps  and  fasten  with  bands. 
Can  be  painted  to  match  any  surroundings.  Size,  represents  in¬ 
side  diameter  of  pipes  over  which  covering  will  fit.  (See  scale 
of  pipe  sizes  on  Page  914.)  State  size. _ _ 


42  H  8980 

Shpg.  Wt., 

Per  3-ft. 

For 

Shpg.  Wt., 

Per  3-ft. 

Pipe  Size 

Per  Length 

Length 

Pipe  Size 

Per  Length 

Length 

A  in. 

1  lb.  8  oz. 

1  9c 

1(4  in. 

2  lbs.  4  oz. 

28c 

%  in. 

lib.  12  oz. 

20c 

2  in. 

2  lbs.  8  oz. 

30c 

1  in. 

lib.  14  oz. 

2  3c 

214  in. 

2  lbs.  12  oz. 

35c 

1  !4  in. 

2  lbs.  2  oz. 

25c 

3  in. 

3  lbs. 

39c 

RCELL  ASBESTOS  PIPE  COVERING 


PRESSURE  CONTROL 


.AUTOMATIC  DAMPER 


REGULATORS 


VALVE 


SAFETY 
VALVE 

Made 
to  con¬ 
form  to 
stand¬ 
ards  of 
Ameri¬ 
can  Society  of 
Mechanical  Engi¬ 
neers.  Positive 
action:  relieves 
at  10  lbs.  Rust¬ 
proof,  all  brass 
construction.  1- 
in.  thread.  Shpg. 
wt.,  2  lbs. 

42  H 8934 

SI. 65 


Steam 

Saves  fuel  and  at- 
ten  tion  by  ins  tant 
automatic  regulation  of  drafts  and  check. 
Prevents  overheating  and  underheating. 
Easily  adjusted  for  desired  pressure. 
Complete  with  40-in.  lever,  adjustable 
weight.  2  ceiling  pulleys  and  18  ft.  of  chain. 
%-in.boilerconnection.  Shpg.wt..ll  Ibs.ff  Q  O  C 
42  H  885  1  — for  Steam  Boilers.  JO.OJ 
Same  construction  and  quality  as  above 
except  for  hot  water  system.  Two  weights. 
For  1-in.  connection.  Shpg.  wt.,  11  lbs. 
42  H  8850 — For  Hot  Water  Boilers. $5. 45 


For  hot  water  systems.  Monel 
metal  screen.  Swedish  Steel 
spring.  Triple  non-corrosive 
bronze  diaphragm.  Releases  at 
30  lbs.  Has  testing  lever.  Con¬ 
forms  with  all  American  Society 
of  Mechanical  Engineering  stand¬ 
ards.  Adjustable.  For  water 
pressures  to  110  lbs.  Shipping 
weight,  6  pounds.  (f/  rtr 

42  H  8920 . JO.VD 


AIR  ^ 
MOISTENERfl 


Con¬ 

cealed 

Type 


Galva¬ 
nized 
sheet 
metal. 

Gold  col¬ 
or  bronze 
finish.  Large  capac¬ 
ity.  Hangs  out  of 
sight  behind  radia¬ 
tor.  Easily  refilled 
without  taking  off. 
Shpg.  wt.,  ea.  4  lbs. 
42  H  8915  35c 

3for(Shpg.wt.,9lbs.)95c 


Top  Mounting  Type 

More  area,  provides  more  moisture. 
24-gauge  Armco  rust-resisting  galva¬ 
nized  iron.  All  seams  double  soldered 
and  tested — leakproof.  Lustrous 
baked  aluminum  finish.  Two  lengths, 
each  8  A  in.  wide  and  2'A  in.  deep. 
Curved  wings  force  air  over  large  ex¬ 
panse  of  water.  This  uniaue  feature 
insures  rapid  evaporation  of  water. 

42  H  891  7 — State  size  wanted. 
Lgth.,  14  in.  Shpg.  wt.,  4  lbs. SO .  95 
Lgth.,24in.  Shpg.  wt.,  6  lbs..  1.45 


Stops  leaks  in  hot 
water  or  steam  boilers 
by  hardening  when  liq¬ 
uid  strikes  air.  Also 
helps  remove  and 
prevent  scale.  Put  a  supply  in 
your  boiler  this  fall.  Shipping 
weight,  3  pounds  8  ounces.  Cft 
42  H  8974—1  -qt.  can..  DVC 


BOILER  CLEANER  f 


Removes  grease  and  oil; 
removes  and  prevents 
scale  or  rusting.  Use  one 
can  for  average  boiler. 
Directions  on  can.  ^  "1 
42H8940 — Shpg.  wt.,  3  lbs.  8  oz.  /  / C 


HOW  TO  ORDER  PIPE  COVERING 


Sizes  listed  above  are  inside 
diam.  of  pipe  over  which  cover¬ 
ing  will  fit.  For  a  2-in.  inside 
diameter  pipe,  order  2-in.  pipe 
covering.  If  you  are  not  sure  of 
the  size  pipe  you  want  to  cover 
see  chart  on  Page  914. 


Asbestos  Cement 
Keeps  Heat  In 

Asbestos  fiber  and  cement  compound.  For 
covering  any  kind  of  unjacketed  heating  boiler, 
range  boiler,  pipes,  etc.  Finest  quality  raw 
materials.  Fireproof.  Smooth,  hard,  white 
finish  when  dry.  Covers  either  hot  or  cold 
surfaces. 

Mixed  with  water,  applied  like  plaster. 
100-pound  covers  25  square  feet,  1-inch  thick. 

42  HM  8975  frl  /LC  25-lb. 

100-Ib.  bag . Jl  .OD  baa....07C 


CAST  IRON  HEATING  FITTINGS 


CLOSE-GRAINED 
CAST  IRON 
-  FITTINGS 
ACCURATELY 

MACHINED 

.  .  ..  .1 

For  Steam,  Hot  Water  or  Vapor  Heating  Systems 

When  ordering  reducing  tees  state  size  ducing  elbows  —  state  large  size  first, 

of  each  end  and  then  branch  opening.  Re-  Prices  are  according  to  largest  opening. 


Size 

Shpg.  Wt. 

Cast  Iron 
Tees 

42  H 1213 

90-Degree 

Elbows 

42  H  1210 

45-Degree 

Elbows 

42  H 1211 

Reducing 

Tees 

42  H  1214 

Flange 

Unions 

42  H  1224 

Reducing 

Elbows 

42  H 1212 

In. 

Lbs. 

Oz. 

Each 

(4  Doz. 

Each 

(4  Doz. 

Each 

A  Doz. 

Each 

'A  Doz. 

Each 

A  Doz. 

Each 

(4  Doz. 

A 

8 

5c 

$0.25 

6c 

$0.30 

% 

12 

10c 

SO. 50 

7c 

.35 

8c 

.40 

12c 

$0.60 

$0.40 

l 

1 

2 

12c 

.60 

9c 

.45, 

10c 

.50 

14c 

.70 

$0.42 

$2.10 

10c 

.50 

l!4 

1 

8 

19c 

.95 

13c 

.65 

16c 

.80 

22c 

1.10 

.52 

2.60 

15c 

.75 

1  A 

2 

24c 

1.20 

16c 

.80 

20c 

1.00 

27c 

1.35 

.63 

3.15 

19c 

.95 

2 

2 

12 

33c 

1.65 

23c 

1.15 

28c 

1.40 

38c 

1.90 

.81 

4.05 

26  c 

1.30 

2  A 

3 

8 

5  9c 

2.95 

41c 

2.05 

49c 

2.45 

67c 

3.35 

1.02 

5.10 

49c 

2.45 

3 

5 

2 

80c 

61c 

3.05 

73c 

3.65 

1.02 

5.10 

1.22 

6.10 

69c 

3.45 

INSURE  YOUR  BASEMENT  AGAINST  FLOODING 


42  HM  2222 

$45“ 


All  Brass  Cellar  Drainer 

Upper  pump  bearing  is  grease  sealed. 
Oilless  bronze  lower  bearing.  Overload  in 
switch  prevents  motor  burnouts.  Cen¬ 
trifugal  pump,  with  open  brass  impeller. 
Casing,  base,  screen,  shaft  and  pump 
standard,  all  brass,  or  bronze.  Has  10-ft. 
rubber  covered  extension  cord.  Tapped 
for  1(4 -in.  discharge  pipe.  Floor  plate 
fits  20-in.  tile. 

Height,  40  in.;  12  in.  brass  base.  Cap. 
per  hour:  2400-gal.  at  5-ft.  head;  1900  at 
10-ft.;  1400  at  15-ft.  (4-H.P.  repulsion 

induction  motor.  For  110  or  120-volt, 
60-cycle  A.C.  only. 


42  HM  2222 

iron  floor  plate. 

Shipping  weight,  115  lbs 


With  23(£-in.  cast 

$45.50 

42  HM  2223  — Without  >1  Crt 

plate.  Shpg.  wt.,  75  lbs .  ^tD.OU 


New  Low  Cost  Cellar  Drainer 

Similar  to  42  HM  2222  except  pipe  stand 
and  base  are  galvanized  instead  of  brass 
and  has  J4-H.P.  induction  motor  for  110- 
volt,  60-cycle  A.C.  only.  Height,  36  in. 
with  12-in.  base.  Capacity,  2400  gal.  at 
5-1 1.  head;  1900  gal.  at  10-ft.  head;  1400 
at  15  ft. 


23J4-in.  cast 

S3I.95 


42  HM  2220— With 

iron  floor  plate. 

Weight,  110  pounds. 

42  HM  2221— Without  oq  qc 

plate.  Shipping  wt.,  70  lbs.  .  Z7, “J 
For  Easy  Payments  see  Page  1A. 


42  HM  2221 

$29“ 


tion  14  -in. 
water  systems 

42  H  8992 


FIRST  QUALITY  BOILER 

Combination  Altitude 
and  Pressure  Gauge 

Easy-to-read  numerals  on  dial. 
Shows  height  of  water  up  to  70  ft. 
as  well  as  indicating  pressure  to  30 
lbs.  Face  is  3J/fe  in.  square.  Connec- 
Can  be  used  on  open  or  closed  hot 

$1.29 


-Shpg.  wt.,  12  oz. 


Compound  Pressure 
and  Vacuum  Gauge 

—3(6 -Inch  face. 

—Interna!  siphon. 

Cock  included.  Black  case.  (4-in. 
connection.  Shipping  weight, 
1  pound  4  ounces. 

42  H  8994  il .  /V 


ACCESSORIES 

Low  Pressure 
Steam  Gauge 

Registers  from 
0  to  30  lbs.  Connec-  12 

tion  !4-in.  thread.  Q 

Precision  made  and  checked  for 
accuracy  before  shipping.  Paint¬ 
ed  red.  Shpg.  wt.,  1  lb.  tf*  I  OC 

42  H  8993  JI.JD 

Good  Quality  £Qq 
Thermometer 

—For  hot  water  heating 
systems.  14 -in.  thread. 

Indicates  temperature  up 
to  240°.  Long  shank.  Shpg. 
wt..  1  lb.  8  oz.  X.C1 

42  H  8950  OyC 


HERCULES  Modified  AIR  CONDITIONER 


•  SAVES  FUEL 

•  SAVES  YOUR 
FURNISHINGS 

•  PROTECTS  HEALTH 


Warm  Air 
Limit  Control, 
Blower  Con¬ 
trol,  Heat  Reg¬ 
ulator,  tom- 
pint  Humidi¬ 
fier. 


BEFORE  AFTER 

This  “Before  and  After”  photo¬ 
graph  shows  you  how  clean  the 
Hercules  Modified  Air  Conditioner 
makes  the  air  in  your  home. 

The  Hercules  Winter  Air  Condi¬ 
tioner  takes  dusty,  germladen  air 
from  your  rooms,  clean  s  i  t  thorough¬ 
ly,  humidifies  it  accurately,  heats  it 
to  desired  temperature  and  circu¬ 
lates  it  through  your  house,  replac¬ 
ing  stale  air  four  to  seven  times  an 
hour.  Used  with  any  warm  air 
furnace  burning  coal,  oil  or  gas — 
and  use  less  fuel. 

Avoid  sickness  by  avoiding  harsh 
dry  air.  Avoid  “cold  spots”  and 
drafts  by  having  completely  circu¬ 
lated  air.  You  will  be  more  comfort¬ 
able  at  68°  in  humidified  air  than  at 
75°  in  dry  air.  Dust,  grime  and  lint 
collect  on  the  Hercules  filters 
instead  of  in  your  Home. 

Equipped  with  >§-l  1.1\  Motor  for 
small  size,  (4  H.P.  for  medium  size. 
110-Volt  60-cycle  A.C.  and  filters, 
but  not  including  accessories  listed 
below.  If  in  doubt  as  to  correct 
size  write  our  Consulting  Department 
sending  us  sketch  showing  sizes  of  ail 
rooms,  windows,  doors  and  size  and  type 


of  heating  plant.  They  will  then  furnish 
estimate  and  complete  details.  This  ser¬ 
vice  is  free. 


$47?! 

42HM8124 


For  Easy  Payments  See  Page  IA. 


Catalog 

Number 

Cu.  Ft. 
Per 

Minute 

Static 

Pres¬ 

sure 

For  House 
With  No. 
Rooms 

Dimensions 

Shpg. 

Wt. 

Lbs. 

Cash 

Price 

Ht. 

In. 

Width 

In. 

Depth 

In. 

42  HM  8124 
42  HM  8101 

1000 

2000 

'A  in. 

'A  in. 

4  to  6 

5  to  7 

28  A 
28  A 

27 

27 

27 

27 

100 

250 

$47.50 

66.50 

Same  as  above  but  with  accessories  listed  above  including  warm  air  Limit  Switch, 
Blower  Control,  Heat  Regulator  complete  and  Humidifier. 


42  HM  81 

25  1 

1000 

'A  in. 

4  to  6 

36% 

35 

30  ‘A  ! 

118 

79.50 

42  HM  81 

03! 

2000 

A  in. 

5  to  7 

36% 

35 

30(4  1 

268 

98.50 

Easy  Payments  on  Page  1A. 


PAGE  1020  B623  SEARS 


ALL  MERCHANDISE  ON  PAGE,  UNLESS  OTHERWISE  STATED,  SHIPPED  FROM 
BOSTON,  ROCHESTER  OR  BINGHAMTON,  N.Y.  SEND  ALL  ORDERS  TO  BOSTON  ONLY. 


GREATEST  EFFICIENCY. .  NEW  MODERN  DESIGN 


HERCULES  OIL  BURNER 


Burner  and 
Automatic  Controls 


Sears  burner  uses  a  “projected  flame".  The  oil  is  broken 
up  into  a  fine  mist  and  mixed  with  air  to  form  a  highly 
combustible  gas  which  is  burned  within  the  refractory 
chamber.  This  permits  the  use  of  a  cheaper,  heavier  oil— 
as  heavy  as  U.  S.  Bureau  of  Standards  No.  3.  That  alone 
means  a  fuel  saving  of  as  much  as  30%.  Burner  designed 
to  handle  capacities  up  to  1000  sq.  ft.  steam  radiation  or 
1800  sq.  ft.  hot  water  radiation. 


Sears  Combustion  Chamber 

Sears  Combustion  Chamber  for  conver¬ 
sion  oil  burners.  Precast  of  highest  quality 
refractory  material.  Fits  any  style  furnace 
or  boiler.  Six  sections  easily  put  together 
and  adjusted  to  firebox.  Curved  corners 
give  clean  flame.  Construction  assures 
highest  efficiency.  Nozzle  hole  fits  burner. 
Can  be  set  up  in  30  minutes.  Shpg.  wt.,  145  lbs. 

42  HM  8037  $9.50 

Freight  Charges  are  given  on  Pages  998-999. 


Converts  your  old  furnace  or  boiler  into  an  automatic  oil-burning  heating  system. 
Banish  the  drudgery  of  coal  shoveling  and  avoid  the  messy  job  of  lugging  ashes! 

1  lenty  of  heat  during  the  coldest  winter  months  and  steady  heat  during  the  change¬ 
able  days  of  Spring  and  Fall. 

The  Hercules  Oil  Burner  is  America’s  most  beautiful  burner!  Clean,  quiet, 
comfortable  and  safe!  Its  new,  improved  design  insures  utmost  efficiency,  and 
economy.  It  s  economical  because  you  can  use  the  heavier,  cheaper  oils  in  it.  It’s 
easy  on  current,  too.  The  Hercules  uses  only  150  watts  when  it  is  “on"— and  it's 
on  only  about  50%  of  the  time.  Easily  installed  in  any  kind  of  a  heating  system 
with  only  a  few  hours  work. 

Before  ordering  write  for  Survey  Blank  BH 10389PH.  Fill  it  in 
carefully  and  send  to  us  with  your  order.  With  this  our  engi¬ 
neers  can  specify  correct  size  and  type  of  controls,  nozzle, 
burner,  combustion  chamber,  etc.  to  suit  your  heating  system. 

CHASSIS — Base,  blower,  housing  and  draft  tube  in  one  piece, 
insuring  perfect  alignment,  quietness  and  durability.  MOTOR 
— Special  design  for  oil  burner — split-phase  type.  Quiet,  powerful, 
economical  of  current,  and  exceptionally  long-lasting.  BLOWER — Cen¬ 
trifugal  type.  Made  of  aluminum.  Perfectly  balanced.  STRAINER — 
Made  of  100-mesh  Monel  Metal  screen  cloth.  OIL  PUMP — Internal 
rotary  gear,  packless  type,  self-oiling,  guaranteed  non-leaking.  Never 
needs  priming  or  re-packing.  IGNITION — Intermittent;  electric  spark; 
no  radio  interference.  SHUTOFF  VALVE — Insures  uniform  oil  pres¬ 
sure.  Shuts  off  immediately  when  the  burner  stops.  ATOMIZATION — - 
By  mechanical  pressure  through  nozzle. 

HERCULES  CONVERSION  OIL  BU RNER— Shpg.  wt.,  155  lbs. 


With  Hot  Water  Controls 

With  Warm  Air  Controls  |  With  Steam  Controls 

42  HM  8005  $99.50 

42HM  800G  $99.50  42  HM  8007  $99.50 

When  you  order  a 
conversion  burner  you 
will  receive  all  neces¬ 
sary  controls  for  110-volt,  60-cycle 
A.C.  Note  that  catalog  numbers 
refer  to  Hot  Water,  Steam  and 
Warm  Air  Systems  respectively. 


These 
accessories 
are  needed : 

A.  Low  Voltage 
Room  Thermostat. 
Maintains  desir¬ 
ed  room  temper¬ 
ature. 

B.  KM  I  Pyro- 
therm  Stack  Switch. 

Prevents  ignition 
failure. 

C.  Limit  Switch. 

Prevents  over¬ 
heating  of  plant. 

And  Draft-O-Stat 

tor  constant 
draft. 


HERCULES  £2oCk™a£lc  OIL  BURNING  BOILER 


Over  80%  efficient!  That’s  the  amazing  record 
which  this  Hercules  Oil-Burning  Boiler  holds.  Few 
boilers  (if  any)  can  boast  of  this  efficiency.  This 
Hercules  Boiler  combines  the  economy  of  a  coal  burn¬ 
ing  heating  system  and  the  convenience  of  oil. 

To  build  this  oil-burning  boiler  we  designed  a 
boiler  exclusively  for  oil.  The  usual  way  of  building 
oil  burning  boilers  is  to  ;.dapt  coal-burning  design  to 
oil-burning  use.  We  used  principles  basically  new — 
a  new  form  of  fire  travel,  a  new  way  to  absorb  heat, 
a  new  and  positive  water  circulation,  a  new  type  of 
base  construction.  The  burner  was  designed  for  the 
boiler  and  the  boiler  designed  for  the  burner  and  both 
work  together  with  amazing  efficiency  and  economy 
of  operation. 


The  new  Hercules  oil-burning  boiler  is  compact  and 
beautiful  and  has  remarkable  economy  both  in  current 
and  oil.  It  is  silent  in  operation  and  has  provision  for 
year-round  domestic  hot  water  supply  at  low  cost. 
Burns  the  heavier,  cheaper  oils,  uses  very  little  cur¬ 
rent  and  is  quiet  in  operation.  Beautiful  green  crackle 
finish.  Jacket  forms  a  neat,  compact  cabinet  to  match 
the  basement  playroom.  Remember  easy  to  follow 
installation  instructions  included  with  every  boiler. 

All  controls  are  included.  See  below  for  fuel  tank. 

FREE  ESTI  MATES!  Our  highly  skilled  consultants 
will  gladly  give  you  an  accurate  estimate  of  just  how 
much  an  entire  heating  system  will  cost.  Write  today! 


Free  Circulation — In  any  boiler 
some  heat  will  be  deflected  down¬ 
ward.  In  most  boilers  this  heat  is 
wasted,  but  in  the  Hercules,  the 
wet  base  construction  and  free  cir¬ 
culation  of  the  water  catches  this 
heat  and  puts  it  into  your  radia¬ 
tors.  Water  circulation  is  unim¬ 
peded,  up  as  well  as  down.  There 
are  no  pockets.  No  heat  is  lost  up 
your  chimney.  Jacket  has  6-ply  air 
cell  insulation— no  heat  escapes  in¬ 
to  your  basement. 


The  Hercules  Oil-Burning  Boiler 
makes  a  beautiful  self-contained 
unit.  All  controls  are  hidden,  yet 
readily  accessible.  Heavily  insu¬ 
lated  jacket  keeps  excess  heat  out 
of  the  basement.  (For  description 
of  insulation  see  right,  below.)  Green  crackle  finish  trimmed 
with  nickel  chrome.  Listed  as  Standard  by  Underwriters’ 
Laboratories.  State  size.  Freight  rates  on  Pages  998-999. 


No.  of 
Sections 

Shpg. 

Wt.Lbs. 

42  HM  8002 

Hot  Water  Boiler 

42  HM  8003 

Steam  Boiler 

Act.  Load 
Sq.  Ft. 

Cash 

Price 

Act.  Load 
Sq.  Ft. 

Cash 

Price 

4 

1745 

720 

$229.50 

450 

$244.50 

5 

2055 

960 

249.50 

600 

264.50 

6 

2335 

1160 

277.50 

725 

292.50 

7 

2645 

1360 

294.50 

850 

31  4.50 

Complete  unit  consists  of 
boiler,  burner,  combustion 
chamber,  accessories  and  all 
controls  described  at  top  of 
page.  For  oil  storage  tank  see 
42  HM  8035  at  left. 

For  Easy  Payments  see 
Page  1A. 


Aircell  insulation  is  6- 
ply.  When  inside  heat  is 
1800°,  jacket  is  70°1 


Here  is  how  the  boiler,  burner  and  controls  Fit 
inside  the  beautiful  jacket.  All  parts  are  readily 
available.  The  jacket  not  only  dresses  up  the 
installation  but  acts  as  an  insulator  as  well. 
Provision  is  made  for  hot  water  attachment,  see 
Page  1017.  Six  layers  of  air-cell  insulation  line 
the  jacket  and  keep  the  heat  in. 


Projecting  Fins  —  These  fins 
“comb”  the  heat  out  of  the  rising 
gases.  The  gases  must  pass  among 
these  fins,  and  each  one  picks  up 
some  heat  from  the  gas.  That  heat 
is  applied  directly  to  the  water  in 
the  boiler.  By  the  time  the  gases 
arrive  at  the  top  row  of  fins  the 
gases  are  no  longer  hot— all  the 
heat  has  already  been  absorbed. 
The  heat  has  gone  into  your  home — 
not  up  your  chimney;  one  reason 
for  Hercules  economy. 


Thin  Water  Cores — A  sectional 
side  view  reveals  another  secret  of 
Hercules  efficiency.  Note  how  the 
thin  water  core  widens  at  the  top 
to  gather  every  bit  of  heat  from 
the  rising  gases.  As  the  gases  rise 
and  cool  they  decrease  in  volume. 
Note  how  the  gas  passage  area  also 
decreases  in  volume,  "squeezing 
out”  the  last  bit  of  heat. 


Oil  Supply  Tank 


Strongly  built  of  12-gauge  steel. 
Vertical  or  horizontal.  State  which 
you  prefer.  Furnished  with  stand 
or  adjustable  lugs.  State  which. 
Approved  by  Underwriters'  Laboratories.  Capacity, 
275  gallons,  as  shown,  26x44x64  inches.  CA 

42  HM  8035— Shpg.  wt.,  195  lbs . jU 


All  Merchandise  on  this  page  shipped  from  BOSTON  or  ROCHESTER,  N.Y.  Send  orders  to  BOSTON. 


SEARS  8623  page  1021 


•  Scientific  circulating  inner  casing. 

•  Ten-year  guarantee  on  all  castings.  .. 

•  No  more  coal  smoke  or  ashes  in  your  home 

•  Gives  more  space  in  your  living  room. 

•  Burns  hard  or  soft  coal;  coke  or  wood. 

•  The  simplest,  most  economical  heating  system 

•  Truss-t/pe  register  with  maximum Tree  area,  greatest  strength. 

•  Sufficient  height  for  Overage  basement. 

•  Rapid  response  to  firing. 

•  Maximum  ratio  of  heat  surface  to  grate  area  ' 


'Tte.rifir 


Why  waste  fuel?  Why  tend 
two  or  three  fires  and  still  have 
a  cold  house  when  a  Sears  Pipe¬ 
less  Furnace  will  heat  your  home 
so  well  for  less  money? 

Whether  it’s  a  house,  a  store, 
or  church,  a  Sears  Pipeless  Fur¬ 
nace  will  heat  it  better  and  cost 
less  for  fuel. 


The  simplest  of  all  central 
heating  systems,  Sears  Pipeless 
Furnaces  are  the  quickest  heat¬ 
ing  and  most  economical. 


Leave  doors  between  adjoin¬ 
ing  rooms  open,  put  in  ceiling 
registers  for  upstairs  rooms  and 
a  constant  flow  of  heat  is  sent 
to  every  corner  of  every  room. 


PIPELESS  FURNACES 

For  Quick  Heat 


LOWEST  FIRST  COST  .  .  AS  SIMPLE 

TO  OPERATE  AS  A  STOVE 

FOR  THE  FOR  THE  FOR  THE 

HOME  STORE  MEETING  HALL 


PAGE  1022  B623  SEARS 


FAST  FREIGHT!  Furnaces  Shipped  From  B0ST0?ENBiN^EMRTs0?iNBisTSS  ™™ESTER 


HERCULES 


MAXIMUM 
HEAT  FLOW 
REGISTERS 


•  RADIATOR:  Cleanout  and 
smoke  outlet  extend 
through  casing.  Uniform 
thickness  for  rapid  heat 
transmission. 

•  COMBUSTION  DOME: 
Throat  projects  through 
front,  gas  and  smoke 
tight. 

•  FIREPOT:  Large,  heavily 
ribbed  for  strength  and 
extra  radiating  surface. 
Deep  grooved  joints.  Ce¬ 
mented  joints,  gas  and 
smoke-tight. 

•  ASHPIT:  Deep,  roomy,  ex¬ 
tends  through  furnace 
front;  no  dust  can  enter 
rooms. 

•  DUPLEX  grate  with  center 
dump  for  clinkers. 


cast  iron  furnaces 


EASY  TO  I  NSTALL  —  SI MPLE 
INSTRUCTIONS  FURNISHED 

A  Sears  Pipeless  Furnace  is  almost  as  easy  to  install  as  a 
stove — costs  about  the  same  and  heats  the  whole  house  instead 
of  a  room  or  so.  With  each  Pipeless  Furnace  we  send  a  com¬ 
plete  book  of  installation  instructions.  Every  step  in  setting 
up  the  furnace  is  illustrated  and  clearly  explained  in  the  in¬ 
struction  book  included  with  each  Sears  Pipeless  Furnace. 


Reg. 
U.  S. 
Pat. 
Off. 


PIPELESS  FURNACES 

Have  Every  Worthwhile  Feature 


•  HOT  BLAST  preheats  air— 
consumes  smoke  and  gas. 

•  DOUBLE  26-gauge  galvan¬ 
ized  iron  casings  with  1-in. 
air  space  insulation  be¬ 
tween  casings.  Bonnet  Is 
double  seamed  and  riveted. 
Hot  water  coll  can  be  con¬ 
nected  to  either  side  of  fire 
door.  (For  hot  water  coil  see 
page  1017.) 

•  FRONTS  slip  over  extended 
portions  of  castings  form¬ 
ing  air-tight  grooved  joints 
that  prevent  gases  or  dust 
entering  warm  air  pipes. 
No  bolts  or  cement  needed. 

•  DEEP  flrepot  permits 
banking  for  long  periods. 

•  DEEP  ashpit  keeps  ashes 
away  from  grates. 


GUARANTEED  FOR  10  YEARS 

95 


f  ft  95  cuii# 

w  for  10  years  when  properly 
-  .  installed  and  operated  in  ac- 

■  COSH  eordance  with  our  instruc- 

Bt mm  18’ln-  tions.  This  is  double  the 
■■■  length  of  most  furnace  guar¬ 

antees,  yet  Sears  prices  are  lower  than  others. 

We  know  of  no  other  furnace  that  excels  the 
HERCULES  except  Sears  INDESTRUCTO 
which  is  described  fully  on  the  opposite  page. 

How  to  Order  Correct  Size 

Figure  up  cubic  contents  of  house.  For  ex¬ 
ample:  if  your  house  is  30x40  ft.  with  8  ft.  ceiling, 
30x40x8  =  9600  eu.  ft.  If  your  house  has  S  rooms 
look  under  column  headed  5  rooms  and  you  find 


that  a  20-in.  furnace  is  rated  at  10,000  cu.  ft. 
This  is  your  size.  For  unusually  cold  climate  or 
house  ha.d  to  heat  choose  next  larger  size.  If 
in  doubt  send  sketch  or  ask  for  Free  Estimate 
Blank  BH6095PH  and  we  will  tell  you  size  re¬ 
quired. 

Prices  are  for  furnace  complete  with  floor 
register,  casing,  shaker  handle,  poker,  check 
draft,  damper  regulating  dial  with  chain  and 
pulleys  and  cement.  Furnace  is  adapted  for 
basements  6  to  8  ft.  in  height.  Extensions  for 
higher  basements  furnished  at  extra  charge. 
Humidifier  not  included  in  price  of  furnace.  See 
page  1023  for  prices  on  humidifier  42  H  8929. 

Shipped  from  points  shown  below.  For  Easy 
Payments  see  Page  1A.  Freight  charges  are 
given  on  Page  998. 


You  eon  always 
get  repairs  for 
Sears  furnaces  no 
matter  how  old. 
We  still  supply  re¬ 
placement  parts 
for  furnaces  bought 
35  years  ago. 


42  HM  8335 — State  size  (Fire  Pot  Diameter)  wanted. 


Diam. 

Fire 

pot 

In. 

Number  of  Rooms 

Floor 
Opening 
Size  for 
Register 

Shpg. 

Wt. 

Lbs. 

Cash 

Price 

4 

5 

6 

7 

8-10 

Heating  Capacity  — 

•Cubic  Feet 

18 

6.000 

5,000 

5,000 

26x26  in. 

1,060 

$  62.95 

20 

11,000 

10,000 

9,000 

28x28  in. 

1,225 

72.95 

22 

16,000 

14,000 

12,000 

10,000 

30x30  in. 

1,400 

89.75 

24 

20,000 

18,000 

16,000 

14,000 

14,000 

30x36  in. 

1,615 

1  02.50 

26 

27,000 

25,000 

22,000 

20,000 

17,000 

36x36  in. 

1,860 

1  1  7.50 

THe  easfn^  0VaVanteedfo, 

any  chftnhTn  the  guarante®a 

out.  ^'^ce  them  tree  of  cha 

«H‘Fep‘a  e  ar.  Roebuck 
factory-  sears, 


SEE  PAGE  1024 
FOR  FULL  DETAILS 
OF  TORTURE  TEST 


Dlam. 

Fire¬ 

pot 

Number  of  Rooms 

Floor 
Opening 
Size  for 

Smoke 

Pipe 

Size 

Shpg. 

Cash 

Price 

4 

5 

6 

7 

8-10 

Wt., 

Lbs. 

In. 

Heating  Capacity — 

Cubic  Feet 

Register 

In. 

18 

20 

22 

6,500 

12,000 

17,500 

5,500 

11,000 

15,500 

5,500 

10,000 

15,000 

11,000 

26x26  in. 
28x28  in. 
30x30  in. 

8 

8 

9 

1,100 

1,300 

1,490 

$77.50 
89.50 
1  08.95 

24 

22.000 

20,000 

17,500 

15,500 

15,000 

30x36  in. 

9 

1,775 

1  25.50 

26 

29,500 

27,500 

24,000 

22.000 

19,000 

36x36  in. 

9 

1.850 

147.50 

yMA 


' 


m 


See  Page 1A 


Indestructo 
Duplex  Grates 

Made  of  Indestructo  metal 
to  resist  fiercest  heat.  Outer 
ring  has  three  point  roller 
mountings.  Center  dump 
clinker-breaking  grates. 


Sears  famous  20-year 
guarantee  is  the  out¬ 
growth  of  the  equally 
famous  “Torture  Test” 
from  which  our  INDE¬ 
STRUCTO  emerged  vic¬ 
torious. 


Here's  what  happened 
to  one  of  the  other  five 
firepots  in  the  test- 
some  of  which  cost  25% 
more  than  the  INDE¬ 
STRUCTO.  Every  firepot 
had  an  equal  chance. 


.  .  .  And  here's  the  IN- 
DESTRUCTO.  Not  a 
crack,  not  a  swell,  after 
sustained  temperatures 
of  1140°  to  1185°— more 
“torture”  than  20  years 
of  ordinary  firing. 


SEARS  INDESTRUCTO  PIPELESS  FURNACE 


RIO.  U.  S  RAT.  OFF. 


POUR  STAR 
FEATURE 


,  —20-Year  guar- 
anteed  cast¬ 
ings. 

1  —One-piece  cast 
iron  massive 
radiator  with 
maximum 
heating  sur¬ 
face.  Con¬ 
struction  extracts  every  last  bit  of 
heat  from  the  fuel. 

—Feed  dome  and  firepots  heavily 
ribbed.  This  construction  has  two 
advantages:  Extra  strength  and  in¬ 
creased  heating  surface. 

—Maximum  efficiency  ratings— mini¬ 
mum  fuel  consumption  and  greater 
heat  delivered. 

—Automatic  humidifier  standard 
equipment  on  the  INDESTRUCTO. 

—New  beauty  of  design.  The  INDE¬ 
STRUCTO  sparkles  with  newness. 

Why  tend  several  heating  stoves  when  you  can  get  an 
INDESTRUCTO  furnace  for  so  little  money  and  heat  your 
whole  house  comfortably  at  a  tremendous  fuel  saving  ?  Why 
trudge  up  and  down  stairs  lugging  buckets  of  coal  and  ashes  ? 

Why  fill  your  rooms  with  smoke  and  gases,  black  coal  dust 
and  layers  of  fine  ashes  ? 

A  pipeless  type  is  the  easiest  and  least  expensive  furnace 
to  install — and  the  INDESTRUCTO  is  the  best  of  the  pipe¬ 
less  furnaces.  You  need  only  one  opening  near  the  center  of 
the  house  for  heating  the  first  floor — and  with  floor  and 
ceiling  registers  (shown  below)  you  can  heat  the  second 
floor,  too,  efficiently  and  economically.  That's  because  the 
INDESTRUCTO  delivers  such  a  high  output  of  heat.  The 
INDESTRUCTO  has  a  big  fuel  capacity — for  economy  and 
ease  of  tending.  It  has  the  correct  ratio  of  grate  to  heating 
surface — for  high  efficiency.  The  INDESTRUCTO  is  guar¬ 
anteed  for  20  years — that  means  no  furnace  troubles  for 
nearly  a  generation. 

If  you're  using  heating  stoves  now,  figure  what  they  cost 
you  in  the  first  place,  figure  the  cost  of  keeping  several  fires 
going  instead  of  one.  think  of  the  twice  a  year  job  of  putting 
them  up  and  taking  them  down — and  compare  the  ease, 
economy  and  efficiency  of  the  INDESTRUCTO. 

Freight  rates  are  given  on  Pages  998-999. 

42  HM  8336 — -State  Size  (Fire  Pot  Diameter)  Wanted. 


CASH 


18-INCH 


GUARANTEED  FOR  20  YEARS 


INDESTRUCTO  DeLuxe  CENTRAL  HEATING  SYSTEM 

«£<L  y  5.  ?A7.  Of  F. 


GIVES  IMPROVED 
AIR  CIRCULATION 

Has  the  same  INDESTRUCTO  castings  as  the  Pipe 
and  Pipeless  Furnaces.  Guaranteed  20  years. 
Same  guarantee  as  the  one  shown  above. 

Insures  a  more  rapid  and  more  complete  circula¬ 
tion  of  air. 

Warmer  floors.  More  even  temperature  in  rooms. 

Price  includes  everything  but  necessary  galvanized 
flat  sheets  and  smoke  pipe— see  below. 

Much  easier  to  install  than  a  Pipe  Furnace.  Only 
three  floor  openings  on  flrst  floor. 


Our  INDESTRUCTO  pipeless  fur¬ 
nace  is  given  increased  effectiveness 
in  this  new  three-way  heating  system 
which  offers  increased  range  of  cir¬ 
culation.  Cold  air  is  withdrawn  from 
points  further  from  the  furnace,  en¬ 
ters  the  furnace  from  the  bottom 
and  rises  rapidly. 


Prices  include  complete  furnace;  warm  air  collar;  2  ft. 
pipe;  drawband;  register  pan,  and  register;  2  each  of  return 
air  shoes,  angles,  drawbands,  register  pans  and  faces, 
plus  12  ft.  of  return  air  pipe.  Only  thing  to  buy  is  sufficient 
galvanized  sheets  on  Page  1026  to  box  in  return  air  from 
point  of  register  location  to  point  above  furnace  on  each 
side.  Write  us  sending  sketch  and  we’ll  tell  you  the  cost. 


42  HM  8337 — State  Size  (Fire  Pot  Diameter)  Wanted. 


Diam. 

Fire- 

& 

Number  of  Rooms 

Takes 

Smoke 

Pipe, 

Inches 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

4 

5  ).  6 

1  7 

|  8-10 

Heating  Capacity — Cubic  Feet 

18 

6.500 

5,500 

5,500 

. 

8 

1175 

$87.50 

20 

22 

12,000 

17,500 

11,000 

15.500 

10,000 

13,000 

1 1 .000 

8 

8 

1350 

1525 

102.00 

1  27.00 

24 

22,000 

20,000 

17,500 

15,500 

i  5,666 

9 

1790 

1 45.00 

26 

29,500 

27,500 

24,000 

22,000 

19,000 

9 

1875 

1  67.56 

Shipped  from  factory  at  Cincinnati,  Ohio,  from  where  customer  pays  freight.  Order  from  Boston. 


Cold  air  enters  return  air 
pipe  at  this  point. 


Warm  air  enters 
rooms  here. 


Cold  air  drawn  to  bottom 
of  furnace. 


. . 


Automatic  Float  Type  Humidifiers 


This  efficient  auto¬ 
matic  humidifier  is  in¬ 
cluded  as  standard 
equipment  on  all  Sears 
Indestructo  furnaces. 
The  illustration  above 
shows  how  the  float 
ball  maintains  the 
proper  water  level  at 
all  times. 


Can  be  used  on  any  fur¬ 
nace.  Insures  moist, 
healthful  heat.  Saves  fuel. 
Proper  humidity  gives 
more  comfort  at  lower 
room  temperature.  In¬ 
stalled  in  your  present 
water  pan.  Connects  to 
water  system.  Shpg.  wt., 
2  lbs.  4  oz. 

42  H  8929-.  $2.00 


Furnace  Regulator 

No  electricity.  Maintains 
room  temperature  within  2 
or  3°  over  a  variation  of  20° 
outside.  Easily  adjustable 
for  any  outside  variation.  No 
override  or  under-heating  as 
long  as  you  have  fuel  in  the 
firepot.  Gradual  control 
saves  fuel.  Fits  any  pipe  fur¬ 
nace.  Do  not  use  on  pipeless 
furnaces.  Shpg.  wt.,  8  lbs. 

42  H  8353  S5.95 


Adjustable  Floor  and 
Ceiling  Register 

This  register  is  indispensable  for  heat¬ 
ing  second  floor  with  a  pipeless  furnace. 

It  permits  the  flow  of  heat  from  first  floor 
rooms  to  second  floor  rooms  without 
pipes.  Second*floor  side  is  black  japanned 
steel;  first  floor  ceiling  side  is  white 
enameled  steel.  Heavy  bright  tin  box  is 
adjustable  to  fit  floors  SYz  to  \0Vz  in.  thick. 

It  is  easy  to  control  the  volume  of  heat  flowing 
to  second  floor  by  means  of  built-in  shutter 
valve.  _ 

State  size. 


Catalog  No. 

Size 

Shpg.  Wt. 

Each 

99  H  9961 

9x12 

9  lbs. 

$2.29 

99  H  9962 

10x12 

10  lbs. 

2.65 

\\\SECOW/T- 

vjtloor;  7 
firsts'  //  /  \ 
FLOOFrvQv/  Zi 


FAST  FREIGHT! 


ALL  MERCHANDISE  ON  THIS  PAGE  UNLESS  OTHERWISE  STATED  SHIPPED  FROM  BOSTON, 
ROCHESTER,  BINGHAMTON,  N.V.  OR  UTICA,  N.Y.  SEND  ORDERS  TO  BOSTON  ONLY. 


SEARS  8623  page  1023 


A  LIFETIME  FURNACE  THAT  SEARS  ALONE  CAN  SELL 


The  proof  that  backs  our  20 
year  guarantee— Toughei 
than  20  years  hardest  opera 
tion. 


The  most  grueling,  de¬ 
structive  test  ever  conceived 
was  made  to  prove  that  the 
INDESTRUCTO  could  stand 
torture.  One  I  N  D  E  - 
STRUCTO  and  five  well 
known  furnaces  were  se¬ 
lected.  These  averaged  in 
price  from  !4  to  '/&  more 
than  our  INDESTRUCTO. 
The  men  in  charge  of  tests 
did  not  know  the  maker's 
names.  Five  of  these  fur¬ 
naces  were  wilted,  burned 
out,  destroyed.  Furnace  No. 
6  had  holes  so  large  in  its  fire- 
pot  that  you  could  poke  your 
fist  through  them.  Furnace 
No.  5  of  Sears  Indestructo 
metal  came  through  intact. 
Readyfor  another  severe  test. 


Beauty  in  the  Basement 

Have  you  thought  of  this  pic¬ 
ture  for  your  home?  An  attractive 
room  in  your  basement  kept  beau¬ 
tiful  by  the  cleanliness  of  the 
Indestructo,  acknowledged  by  ex¬ 
perts  as  the  most  beautiful  furnace 
built.  Your  children,  as  well  as  your¬ 
selves,  will  enjoy  meeting  and  playing 
here,  inside,  off  the  street,  in  a  safe, 
comfortable,  clean,  and  attractive 
room.  Whether  you  modernize  for 
beauty,  economy  or  utility, 
Indestructo  must  be  your  choice. 


GUARANTEED  FOR 

20  YEARS 

OF  HEAVY  DUTY  SERVICE 
IN  YOUR  HOME 


ONLY  CAST  IRON  MADE  BY 
SEARS  EXCLUSIVE  FORMULA 
GOES  INTO  THE  INDESTRUCTO  I 

Now — all  castings  guaranteed  20  years.  First  it  was  only  the 
grates,  then  grates  and  firepots,  now  full  protection  on  all  vulnerable 
parts.  Nowhere  else  can  you  get  this  insurance.  Your  first  cost  is 
practically  your  last  cost.  In  buying  Sears  Indestructo  the  small 
additional  cost  should  be  considered  over  a  period  of  20  years.  It 
amounts  to  50c-75c  per  year.  That  is  less  cost  than  five  gallons  of 
gasoline.  If  you  used  five  more  gallons  of  gas  per  year,  you  wouldn’t 
know  the  difference.  The  additional  cost  of  an  Indestructo  furnace 
will  be  the  best  investment  you  ever  made.  Think  of  itl  20  years  of 
protection  by  the  World’s  Largest  Store. 

Buy  the  Indestructo  Cast  Iron  Furnace  and  get  20  years  protec¬ 
tion,  extra  high  capacity,  greater  flexibility  to  supply  needed  heat, 
beautiful  modern  design,  automatic  humidifier  as  standard  equip¬ 
ment,  double-tight  coat  galvanized  casings,  and  thrifty,  efficient, 
operation  for  at  least  20  years. 

Indestructo  iron  is  an  exclusive  formula  that  is  only  used  in  Sears 
Indestructo  furnaces.  No  one  else  can  offer,  nor  has  any  other  metal 
been  developed  that  can  compare  with  it.  It  i3  supreme  and  tests  prove 
that  there  is  no  furnace  to  match  it  anywhere! 


CASH 

18-In. 


Constructed  to  Last  a  Lifetime 

The  solid,  extra  heavy  closely  grained,  two-piece  firepot  is  heavily 
ribbed  to  add  many  inches  of  extra  heating  surface!  New  firebox 
design  has  only  slight  taper.  This  means  increased  heating  surface 
— increased  heating  capacity.  Topping  this  efficient  combustion 
chamber  is  the  massive  oversize  radiator,  cast  in  a  single  piece  with 
smoke  outlet  and  cleanout  extension,  all  of  finest  gray  cast  iron  of 
correct  uniform  thickness  for  maximum  heat  transfer  and  even  dis¬ 
tribution  of  heat.  Deep  ashp't — fewer  cleanings  required  and  these 
made  easy  by  an  ashpit  door  as  wide  as  the  ashpit. 

Doors  and  door  faces  are  surface  ground  for  gas-tight  and 
smoke-tight  fit.  Built-in  hot  blast  unit  acts  like  a  gentle  draft  above 
the  fire  and  insures  the  complete  burning  of  all  gases  and  smoke. 
Less  heat  is  wasted  up  the  chimney. 

Everything  you  want — everything  you  should  demand  and  have — 
low  coal  bills — smoke-tight,  gas-tight  joints  for  clean  heat,  big 
firepot  for  fewer  firings — oversize  automatic  humidifier  for  moist 
healthful  heat — plus  the  guaranteed  performance  for  20  years. 
Without  question  the  best  furnace  made. 

INDESTRUCTO  Pipe  Furnace 

With  a  pipe  furnace,  heated  air  is  conducted  by  pipes  to  each  room. 
When  furnace  of  proper  size  is  installed  according  to  instructions  you 
will  have  the  most  satisfactory  of  all  heating  plants. 

If  you  live  in  a  cold  climate,  or  if  your  house  is  just  hard  to  heat,  select 
a  furnace  one  size  larger.  Our  Estimating  Department  will  gladly  tell 
you  the  size  and  cost  of  furnace  together  with  all  nipes  and  registers  for 
an  efficient  heating  plant.  Write  for  Information  Blank  BH6095PH,  free 
on  reaueat. 

Prices  quoted  below  include  furnace  complete  with  galvanized  top  and 
casing.  Top  bonnet  is  shipped  without  holes  for  the  warm  air  pipes  as 
these  can  be  easily  cut  as  required.  Easy  to  Install — complete  instructions 
furnished  for  assembling  and  installation.  All  sizes  shipped  from  points 
shown  below.  Freight  rates  are  given  on  Pages  998-999. 

42  HM  831  6 — State  aize  (Firepot  Diameter)  wanted. 


Indestructo  Firepots 
Ribbed  for  extra  heating  sur» 
face  and  strength. 


Duplex  Grates 
Center  for  spilling  fire.  Outer 
ring  for  stirring. 


One-Piece  Heavy  Radiator 
Largest  heating  surface  on 
any  furnace. 


Will 

Heat 

□  lam. 
Fire 

Heating 

Capacity 

Pipe 

Capac- 

Takes 

Smoke 

Diam¬ 

eter 

Height 

Incl. 

Shpg. 

Wt„ 

Lbs. 

Cash 

No.  of 

Pot, 

Cubic 

Ity 

Pipe, 

Casing, 

Bonnet 

Price 

Rooms 

Inches 

Feet 

Sq.  In. 

In. 

Inches 

Inches 

4  to  5 

18 

5,000 

373 

8 

36 

61 

975 

$56.75 

5  to  6 

20 

6,500 

464 

8 

40 

62 

1100 

67.50 

6  to  7 

22 

8,000 

540 

8 

44 

65 

1225 

82.50 

7  to  8 

24 

10,000 

636 

9 

48 

67 

1400 

95.00 

8  to  9 

26 

12,000 

738 

9 

52 

68  j* 

1600 

1 1 3.50 

9  to  10 

28 

14,000 

840 

10 

56 

70 

1800 

1  37.50 

Automatic  Air  Molstener 
Fuel  saver,  health  saver, 
furniture  saver. 

Sear*  Easy  Payment 
Plan  helps  you  enjoy 
the  com  fort  a  of  a  warm 
air  heating  plant  while 
paying  for  it.  See  Page 
I A  for  complete  detail «. 


The  picture  at  right  shows  a  typical 
installation  of  a  Sears  warm  air  pipe 
furnace.  The  pipes  off  top  conduct 
the  warm  air  to  each  room  on  each 
floor  where  it  is  circulated  to  every 
corner.  The  cooled  air  is  withdrawn 
from  the  floors  and  enters  the  bot¬ 
tom  of  furnace  where  it  is  reheated. 
Small  cracks  around  windows  and  doors 
provide  fresh  outside  air  for  circula¬ 
tion.  Note  full  open  floor  space  in 
each  and  every  room,  only  exposed 
part  of  installation  is  register  in  each 
room.  Concealed  pipes  to  first  and 
second  floors.  Required  heat  in  every 
room  when  you  need  it.  One  advan¬ 
tage  of  warm  air  heating  is  the  short 
time  needed  to  get  the  house  comfort¬ 
ably  warm  after  firing.  Immediate  heat. 


FREE  HELP  in  Solving  Your  Heating  Problem 


If  you  are  considering  a  new  heating  system  installation,  write  for 
Heating  Estimate  Blank  BH6095PH.  Fill  in  answers,  and  furnish  us  a 
sketch  of  your  room  arrangements  on  spaces  provided  in  blank.  From 
this  information,  our  Consultants  will  submit  a  price  covering  all  ma¬ 
terials  required.  Then,  when  your  order  is  received,  they  will  furnish 
a  complete  set  of  blueprints  for  your  particular  some. 


Should  you 
need  tools  to 
makelnstallatlon, 
we  can  loan  a 
kit  to  you.  Your 
deposit  of  $3.50 
will  be  refunded 
to  you  on  return 
of  tools. 


Accompanying 
your  blueprints 
will  be  an  In¬ 
struction  book 
which  is  complete 
and  easy-to- 
follow,  so  you  can 
Install  your  own 
plant. 


PAGE  1024  BS23  SEARS 


FAST  FREIGHT!  Furnotes  Shipped  From  BOSTON’  usT,NcDAo^S!sTl;So0sRTS!.Noi?LAY"TON' N  Y' 


Adjustable 
H i nges  for 
Dust-Tight 
Fit 


SAVE  UP  TO  *25  ON  A  HERCULES  CAST  IRON  FURNACE 


GUARANTEED  for  10  YEARS 


*46“ 


Including  all  casting,  yet  saves  you  up  to  $25  on  a  complete 
housing  installation.  That’s  what  the  Hercules  will  give  you. 

Size  for  size  Hercules  10  year  guaranteed  furnaces  maintain 
extra  high  ratings  and  at  the  same  time  have  10%  lower  prices. 

35  years  of  experience  with  the  Hercules  furnace  has  proved 
its  accurate  and  adequate  ratings  tor  the  toughest  sub-zero  18-Inch 

weather.  To  accomplish  this  year  after  year  superiority  we  have  constantly  sought 
the  finest  grey  iron  castings  made  up  from  the  necessary  elements  to  insure  the  longest 
Jasting,  toughest,  most  efficient  furnaces  developed  to  sell  within  this  price  range.  It 
is  exceeded  only  by  Sears  Indestructo  Cast  Iron  furnace  described  on  Page  1024. 

We  could  design  a  heavier  furnace  but  why  have  excessive  weight  at  the  sacrifice  of 
efficiency.  Sears  Hercules  furnace  was  designed  and  improved  by  three  of  the  leading 
heating  engineers  in  America.  Each  casting  is  designed  for  strength,  proper  propor¬ 
tions,  long  life  and  maximum  heat  transfer. 

Measure  of  Efficiency 

Warm  air  furnace  efficiency  depends  upon  the  ratio  of  heating  surface  to  grate  area. 
In  the  18-inch  Hercules  this  ratio  is  24.2  to  1,  the  largest  ratio  of  any  furnace.  In  the 
largest  size,  the  28-inch,  the  ratio  is  18  to  1.  This  means  that  size  for  size,  the  Sears 

Hercules  is  the  most  efficient,  most  accurately  rated 
and  cheapest  furnace  to  operate,  except  the  Inde¬ 
structo,  in  the  entire  industry.  You  are  buying  heat 
and  that  is  just  what  these  ratios  mean — more  heat 
for  less  money.  More  heat  for  less  initial  cost  and 
more  heat  for  less  maintenance  cost.  Our  10  year 
Guarantee  on  all  castings  is  your  assurance  of  this 
fact.  With  less  initial  cost  and  lowest  maintenance 
you  are  getting  most  for  your  money.  Provision  is 
made  for  adding  42  H  8929  Automatic  Humidifier 
Valve  listed  on  Page  1023.  You  can  keep  your  house 
4  to  6  degrees  cooler  and  still  be  more  comfortable. 


Be  Sure  to  Order  Furnace 
Big  Enough  to  Heat 
Home  Properly 

At  right  we  show  number  of  rooms  each  size  fur¬ 
nace  will  comfortably  heat.  If  you  live  in  a  very  cold 
climate,  or  have  exceptionally  large  rooms,  order  a 
furnace  one  size  larger.  If  you  prefer,  we  will  esti¬ 
mate  the  size  furnace  you  require  for  your  building. 
Write  for  our  Heating  Information  Blank  BH6095PH. 

Prices  include  furnace  complete  with  galvanized 
top  and  casing.  Top  bonnet  shipped  without  holes 
for  warm  air  pipes,  as  these  can  be  easily  cut  as 
required.  All  sizes  shipped  from  points  shown  below. 
Freight  charges  are  given  on  Pages  998  and  999. 
REG.  U.  S.  PAT.  OFF.  For  Easy  Payments,  see  Page  1A. 


Radiator 

Massive, 

One-piece 

Construc¬ 

tion 


Combus¬ 


tion  Dome 


Ribbed  for 


Strength 


mum  Heat 


ing  Surface 


Slip  Front 
Easily  As¬ 
sembled 
No  Belts  or 
Cement 
Needed 


Ribbed  Fire- 
pot.  Large 
Surface  for 
Greatest 
Heat 


Double  Cas¬ 
ing.  1-inch 
Dead  Air 
Space  Insu¬ 
lation 


Feed  Throat 
Extra  Large 
Has  Smoke 
Consumer 


Water  Pan 
Humidifies 
Air  in 
Your  Room 


Grates  Du¬ 
plex  Type 
Extra  Heavy 


Ashpit  Ex¬ 
tra  Deep 
Large  Capa¬ 
city 


42  HM  8308 — State  Size  (Fire  Pot  Diameter)  wanted. 


Will 

Heat 

No.  of 
Rooms 

Diam. 

Fire 

Pot 

Inches 

Heating 

Capac- 

ity 

Cu.  Ft. 

Pipe 

Cap. 

Sq. 

In. 

Takes 

Smoke 

Pipe, 

In. 

Diam. 

Cas¬ 

ing, 

In. 

Height, 

Inch 

Bonnet, 

Inches 

Shpg. 

Wt., 

Lbs. 

Cash 

Price 

4  to  5 

18 

4,500 

336 

8 

36 

61 

840 

$46.50 

5  to  6 

20 

6,000 

402 

8 

40 

62/2 

990 

55.95 

6  to  7 

22 

7,200 

498 

8 

44 

65 

1160 

68,95 

7  to  8 

24 

9,000 

582 

9 

48 

67 

1335 

79.95 

8  to  9 

26 

11,000 

696 

9 

52 

68  J4 

1525 

96.00 

9  to  10 

28 

13,000 

794 

10 

56 

70 

1795 

1 22.50 

For  Furnaces 


HUMIDIFIER 


Easily  Installed  as  shown. 
Here  are  the  features  that 
Insure  proper  humidity: 

•  Water  flow  controlled  by 
temperature  in  furnace. 

•  Sensitiveness  and  respon¬ 
siveness  to  heat  radiation 
prevents  over  and  under 
saturation  of  indoor  air. 

•  Automatically  cuts  water 
off  when  furnace  is  cold. 

•  Heavy  8x34  in.  cast  iron 
evaporating  pan. 


On  duty  24  hours  of  the  day,  this  efficient  humidifier 
provides  your  home  with  moist  air.  Eliminates  the  harsh, 
dry  air  which  irritates  the  throat  and  lungs.  Saves  fuel, 
too — for,  with  properly  humidified  air,  you  can  keep  your 
home  4  to  6  degrees  cooler  and  still  be  comfortable.  En¬ 
tirely  automatic.  Easy  to  install,  just  drill  a  small  hole 
in  any  convenient  water  pipe,  mount  the  saddle  valve  and 
connect  it  with  copper  tubing  to  the  humidifier  in  the 
bonnet  of  the  furnace.  Furnished  complete  with  5  ft.  of 
‘/4-in.  copper  tubing,  saddle  valve  adjustable  to  fit  />,  % 
or  1-inch  pipe,  and  instructions. 

Shipped  from  points  shown  below. 

42  H  8901 . 


Shpg.  wt.,  40  lbs. 

$6.95 


INSULATE  . . .  SAVE  HEAT  FOR  YOUR  ROOMS 


Tests  prove  that 
the  simple  applica¬ 
tion  of  Sears  Asbes¬ 
tos  Paper  on  warm 
air  furnace  and  pipes 
reduces  fuel  bills  by 
15%  because  heat  is 
kept  in  the  pipes  and 
cannot  escape  into 
basement.  Average 
cost,  about  $5. 


Insulating  Asbestos  Paper 

Keeps  Heat  In  Your  Pipes 

A  sure,  easy  way  to  save  on  your  fuel  bill 
is  to  insulate  the  furnace  pipes  with  this  As¬ 
bestos  Insulating  Paper.  Natural  mineral  as¬ 
bestos  fiber.  Very  soft  and  pliable;  easily  cut; 
easily  applied.  For  covering  furnace  pipes, 
walls,  partitions  and  ceilings  exposed  to  heat 
or  cold;  and  as  a  lining  for  floors  and  ceilings. 
18  inches  wide. 

42  H  8  9  8  7— 20-yd.  roll. 

Shipping  weight,  10  pounds..  . 

42  H  8988— 100-yd.  roll. 

Shipping  weight,  50  pounds.. . 

42  H  8989 — Cold  Water  Paste,  for 
pasting  asbestos  paper  to  tin  and  galvanized 
furnace  pipes.  Shipping  weight,  Ol- 

2  lbs.  12  oz.  214-lb-  package . XIC 


89c 

$3.69 


Asbestos 

Furnace 

Cement 


Makes  gaslight 
joints.  For 
sealing  cracks 
in  furnaces, 
boilers  and 
stoves.  Will 
not  crack  or 
crumble.  Pul¬ 
verized  asbes¬ 
tos  fiber  com¬ 
pounded  with 
a  special  re¬ 
fractory  ma¬ 
terial.  Easily 
worked  with 
putty  knife; 
hardens  when 
exposed  to  air. 
Shipping  wts.: 
3  lbs.,61bs.2oz. 
and  11  lbs. 

State  size 


42  H  8986 

2  lbs..  .  .  1  8c 
5  lbs...  .33c 
10  lbs.. .  59c 


DOUBLE  EFFICIENCY 


Cut  Your  Coal  Bill! 

•  •  •  USE  SEARS  BUCK¬ 
WHEAT  COAL  BURNER! 

Cut  your  coal  bill  30% — and  increase  the  efficiency  of 
your  heating  system  at  the  same  time!  You  can  do  both 
by  installing  a  Sears  Buckwheat  Coal  Burner.  And  in  addi¬ 
tion,  this  burner  gives  you  automatic  heat  control.  For  all 
TYPES  of  coal  fired  boilers  and  warm  air  furnaces. 


Our  new  design — twin 
blowers  mounted  on  a  single 
shaft — doubles  the  efficiency 
of  this  Buckwheat  Coal  Bur¬ 
ner.  Delivers  120  cubic  feet 
of  air  per  minute.  Runs  5 
years  without  oiling. 


CASH 


Buckwheat  coal  is  small-sized  and  low-priced.  It  packs 
easily  and  needs  a  forced  draft  for  proper  combustion. 

With  the  Hercules  Burner  installed  you  get  efficient  and 
automatic  heat — and  the  saving  in  coal  cost  pays  for  the  burner  in  a  few  years. 
Easily  installed;  no  grates  to  remove.  Usually  attached  to  ashpit  door  as  shown. 
Twin  blower  spreads  draft.  No  dead  spots  in  fire.  Pressed  steel  casing.  Ad¬ 
justable  intake  openings  at  each  end.  Outlets,  2  in.  Operated  by  110-volt,  60 
cycle  A.C.  Simple  and  complete  installation  instructions  furnished.  Outfit  in¬ 
cludes  Buckwheat  Coal  Burner  and  Room  Thermostat.  Shipped  from  Boston. 


42  HM  801  2 — Shipping  weight, 
16  pounds . . 


$14.95 


Merchandise  on  this  page  shipped  from  BOSTON,  ROCHESTER  or  BINGHAMTON,  N.Y.  Order  from  BOSTON. 


SEARS  6623  page  1025 


From  cold  air 
register  size,  read 
across  for  size  and 
price  of  fittings 
you  want.  Indi¬ 
cate  pipe  size 
when  ordering. 


Cold  Air  Shoe 

42  HM  8908 

Frictionless. 
Adjustable  col¬ 
lar.  45  to  90 
degrees.  


90°  Elbow 
42  HM  8931 

4-piece  adjust¬ 
able  elbow. 
Double  rolled 

seams. 


45°  Angle 

42  HM  8930 

Adjustable.  Full 
gauge.  Makes 
turns  in  cold 
air  return. 


Draw-Band 

42  HM  8906 

Galv.  Adjust¬ 
able.  For  joining 
securely  two 


Transition  Pan 

42  HM  8907 

Takes  place  of 
ceiling  plates. 

Avoid  friction  _ _  .  _  _  _ 

in  return  runs.  lengths. 2d  gauge,  lengths. 


8x30 

10x30 

12x30 

14x30 


18x30 


TYPICAL  (AWv 

COLD  AIR  (SW 

INSTALLATION  W(C 

(ill  HDSL  (now) 

4.42  H  8924  0.42  H  8932 
0.42  H  8907  E.  42  H  8906 
C.42  H  8930  F.  42  H  8903 


Galvanized  Steel  Sheet 

Used  for  lining  joist  spaces  from  reg¬ 
ister  to  point  above  furnace.  Tight 
coat.  Won’t  peel.  28-gauge. 

42  HM  9103 

32x96  in.  Shpg.  wt.,  1 7  lbs  ....$1.45 
36x96  in.  Shpg.  wt.,  19  lbs. . . .  1.69 


and  angles.  Pipe  PFTSSfV  Cal 

shipped  knocked  JjZtMBF.Si  AS frM. 

down. 

Galvanized  Smoke  Pipe  2-Ft.  Lengths 


Shpg.  Wt.  42H9100  Shpg.  Wt.  42H8932 


When  or¬ 
dering  base¬ 
ment  warm 
air  fittings 
use  the  pipe 
size. 


Galvanized  45°  Angles 

rWL~42H91dj  ShpgTWt.  4 


45°  Angle 

42  HM  8926 

Two-piece  ad¬ 
justable.  Tin. 
Heavy  weight. 
Used  for  turns. 


90°  Elbow 

42  HM  8927 

Adjustable.  4- 
piece.  Deep 
seamed  joints. 
Used  for  turns. 


Round  Pipe 

42  HM  8925 

24 -  in.  joint 
crimped  at  one 
end.  Shipped 
nested  _ 


Damper 

42  HM  8928 

For  warm  air. 
Adjusts  flow. 
Automatic  lock- 
ing  spindle. 


Casing  Collar 

42  HM  8921 

Pitched.  Tapped 
into  bonnet  for 
start  of  warm 
air  run.  Galv. 


Pick  the 
size  below 
and  read 
across  to 
fitting  you 
want. 


TYPICAL  FIRST 
FLOOR  REGISTER 
WARM  AIR  /" 
SUPPLY  / 


Galvanized  90°  Elbows _ 

.  Wt.  42H9102  Shpg.  WtT42H893i 


Smoke  Pipe  Dampers 


,42H9104 


42H8910 


£  M  Single-tin 

M  Iff  construc- 

t£  JH  tion.  Dur- 

<3pj  'iij  able.  Fric- 

|Ei-: - - Saw  tionless  de- 

H  M  Ip  sign. 

Universal  Boot 

For  first  floor. 

42  H  8913 — For  one  room. 


--s.V'aak^M  \  Used  If 

|  beam  offers 

i  \\  obstruction 

X  In  connect-  - 

\  ln3  boot  to  register  Connecting  baseboard  register 

^  head.  head  to  round  pipe. 

45°  Baseboard  Offset  4-Inch  Extension  Baseboard  Register  Head 

For  register  head.  Connects  with  Reg.  Head  42  H  8910 — For  one  room. 

42  H  8911 — For  one  room. 42  H  9104 — For  one  room.  Throat  size  at  left.  


42H8911 


Floor  Register  Pan 

42  H  8918 — For  one  room, 
Pipe  sizes  at  left. 


Read  across  page  for  fitting 


wanted.  State  pipe  size. 


Used  where  register  is 
desired  in  floor  so  heat 
will  enter  room  vertically. 


Round  tin  fitting 
fastens  to  bottom  of 
42  H  9106  shown  at 
right.  Other  fittings 
for  second  floor 
correspond  to  top 
dimensions  of 
42  H  9106.  Read 
across  to  fittings 
wanted. 


Floor  Register  Pans 

Used  where  floor  Horizontal  type, 
register  can  be  Used  where  reg- 
located  directly  ister  is  away  from 
over  wall  stack.  top  of  wall  stack. 


Universal  Boot 

Connects  round 
pipe  to  wall  pipe. 

42  H  9106 


TinWall  Stack  45°  Angle  45°  Vertical 

24-in.  joint.  Ship-  For  making  For  making  long- 
ped  nested.  short-way  turns,  way  turns. 

42  H  9 1  1  2  42  H  91  07  42H9108 


Wall  stack 
connecting 
p.second 
S'  fl  o  or  to 
ABase  - 
U  ment. 


Shpg.  Wt. 
Ounces 


Wall 

Stack,  In. 
3  xlO 
3  xl2 


3/2x13 


Baseboard  Stack  Head 


Stack  Head  2  Rooms 

Used  wherever  two 
second  floor  rooms  are 
heated  from  a  single  wall 
stack.  


Sidewall  Stack  Head 

For  heating  one  room. 


Sidewall  Stack  Head 

For  heating  two  rooms. 


Each 


Beautiful  Grained  Oak 
Steel  Floor  Register 

Grained  oak  finish 
only.  Not  to  be  confused 
with  floor-and-ceiling 
register  shown  on  Page 
1023.  Sizes  listed  below 
are  openings  in  floor.  %- 
in.  flanee  overlaps.  Con¬ 
trol  valve  included. 


Convex  Sidewall 
Warm  Air  Register 

Durable  lacquered 
bronze  antique  fin¬ 
ish.  For  use  above 
baseboard.  Matches 
the  baseboard  register 
shown  at  left.  Built  of 
the  same  durable  ma¬ 
terials.  Easily  con¬ 
trolled  valve  regulates 
the  flow  of  warm  air. 
Maximum  free  area. 
42  H  91  16 


Lacquered  Bronze 
Baseboard  Register 

Used  on  baseboard 
heads  shown  above. 
Both  first  and  second 
floors.  Removable 
frame  for  cleaning. 
Valve  for  heat  regula¬ 
tion.  Lacquered  bronze 
antique  finish. 

42  H  8923 


Cold  Air  Register 

Oak  finish.  Pressed  steel 
construction.  Sizes  are  floor 
openings.  Use  with  42H8907. 

42  H  8924 


fmotfYm 


42  H  91  14 
42  H  91 1 5 

Fittings  listed 
above  should  be 
used  with  side- 
wall  register 
42  H  9116  d  e  - 
scribed  at  right. 


42  H  91  TO 

The  above  fit¬ 
tings  are  design- 

Si  for  use  with 
oor  register. 

42  H  8922 


Use  above  fit¬ 
tings  with  base 
board  register. 

42  H  8923 


HOW  TO  ORDER 


GALVANIZED  SMOKE 
PIPE,  ELBOWS  and  DAMPERS 


ORDERING 

INSTRUCTIONS 


Choose  Casing  Collar  Size 
From  42H892I  af  Right  Below. 
Other  Fittings  Across  Page  in 
Same  Size.  Worm  Air  Pipe 
Then  Connects  to  First  or  Sec¬ 
ond  Floor  Fittings  as  Shown 
in  Sketches  Below. 


FITTINGS  FOR  FIRST  FLOOR  REGISTERS 


SECOND  FLOOR  BASEBOARD  FITTINGS 


SECOND  FLOOR  SIDEWALL  FITTINGS 


Width. 

HL, 

"Shpg 

Wt. 

Each 

In. 

InTI 

Lbs. 

Oz. 

10 

8 

4 

$1.10 

12 

9 

4 

12 

1.40 

Size, 

In. 

Shpg.  Wt. 
Lbs.  |  Oz. 

Each 

5 

1 

4 

1  3c 

6 

1 

6 

1  4c 

7 

1 

10 

1  9c 

8 

1 

12 

27c 

9 

3 

38c 

10 

3 

4 

49c 

Wall 

Stack 

Size, 

In. 

Reg¬ 

ister 

Size, 

In. 

Shpg. 

Wt. 

Lbs. 

Oz. 

3x10 

3x12 

10x8 

12x9 

1 

1 

'  4  ' 

Shpg.Wt. 

Per  Lgth. 

Shpg.Wt. 

Each 

Shpg.Wt. 

Each 

Shpg.Wt. 

Shpg.Wt. 

Lbs. 

Oz. 

Lbs.  Oz. 

Lbs. 

Oz. 

Lbs. 

Oz. 

Lbs. 

~7~ 

4 

$0.76 

1 

12 

$0.48 

2 

14 

$0.63 

6 

2 

$1.10 

8 

8 

4 

.85 

2 

.55 

3 

2 

.79 

7 

6 

1  .37 

12 

8 

12 

1  .04 

2 

4 

.66 

3 

10 

-  .99 

8 

10 

1.75 

IS 

9 

12 

1  .08 

2 

8 

.74 

S 

6 

1  .27 

11 

2 

2.08 

18 

10 

12 

1  .45 

2 

12 

.86 

6 

10 

1  .37 

12 

10 

2.33 

22 

Wall 

Reg- 

Pro- 

Shpg. 

Wt. 

Stack 

Size, 

Ister 

Size 

ject 

ion. 

In. 

In. 

In. 

Lbs. 

Oz. 

3  xlO 

8x10 

2 1/4 

1 

3  xl2 

9x12 

2/4 

1 

4 

3/2x13 

11x13 

3/4 

1 

10 

Reg. 

Pro- 

Shpg. 

Each 

Size, 

jection 

Wt. 

In. 

Size,  In. 

Lbs. 

Oz. 

8x10 

2  54 

4 

4 

$1.40 

9x12 

2 % 

5 

2.10 

11x13 

3  % 

7 

8 

3.15 

Shpg.  Wt. 

42H9101 

1 

lb. 

23c 

1 

lb. 

6 

OZ. 

2bc 

1 

lb. 

8 

oz. 

27c 

1 

lb. 

8 

oz. 

28c 

7 

lbs. 

30c 

2 

lbs. 

8 

oz. 

34c 

Wall 

R«g-  (Shpg.Wt. 

Stack 

ister  |  Lbs.  |  Oz. 

l5£!l|42  H  9113 

3xl2in. 

9x12  in.l  1  1  2 

62c| 

Read  across 

to  right. 

42  H  9109 

42  H  91 

io 

Stack 

Register 

Shpg.  Wt. 

Each 

Shpg.  Wt. 

Each 

3  xlO  in. 

8x10  in. 

1  lb. 

52c 

1  lb. 

52c 

3  xl2  in. 

9x12  in. 

1  lb.  4  oz. 

59c 

1  lb.  4  oz. 

59c 

31^x13  in. 

10x12  in. 

1  lb.  10  oz. 

66c 

1  lb.  10  oz. 

66c 

Size,  In.|  Shpg.  Wt. 

Each 

8x30  12  lbs. 

$2. 

10x30  113  lbs.  8  oz. 

12x30  1 14  lbs.  8  oz. 

2  •  70 

14x30  15  lbe.  8  oz. 

5 ,  QO 

18x30  19  lbs. 

4.25 

Size.  In. 

Shpg.  Wt. 

Each 

8x10 

4  lbs.  8  oz. 

$1  .20 

9x12 

5  lbs.12  oz. 

1.58 

10x12 

7  lbs.  ' 

1.75 

12x14 

9  lbs. 

3.15 

.  Wt. 

Each 

Oz. 

14 

47c 

5 

52c 

10 

64c 

Wall 

Stack 

Size, 

In. 

Reg¬ 

ister 

Size, 

In. 

Shpg. 

Wt. 

Each 

Lbs. 

Oz. 

2 

3x12 

12x9 

1 

59c 

FloorReg. 
Size,  In. 

Shpg.  Wt. 

Each 

Lbs. 

Oz. 

8x10 

1 

8 

49c 

9x12 

2 

54c 

10x12 

2 

4 

59c 

12x14 

2 

12 

69c 

Base<nent 

Fitting 

Shpg.  Wt. 

Shpg.  Wt. 

Each 

Shpg.  Wt. 

Each 

Register 

Pro- 

Shpg.  Wt. 

Each 

Pipe  Size 

Throat  Size 

Lbs. 

Oz. 

Lbs. 

Oz. 

Lbs. 

Oz. 

Size,  In. 

jection 

Lbs. 

Oz. 

8  in. 

6/(xl0  in. 

3 

59c 

2 

8 

38c 

1 

2 

28c 

8x10 

2  54  -in. 

3 

44c 

9  in. 

654x12  in. 

3 

4 

64c 

3 

42c 

1 

6 

34c 

9x12 

2  54  -in. 

4 

49c 

10  in. 

654x12  in. 

3 

8 

64c 

3 

42c 

1 

6 

34c 

9x12 

2/4  -in. 

4 

49c 

12  in. 

7J4xl3  in. 

4 

74c 

3 

8 

52c 

1 

8 

39c 

11x13 

3  54 -in. 

4 

8 

57c 

For  heating  2  rooms. 

42  H  891 

4- 

—For  i 

rooms. 

42  H  8912— For  2 

rooms. 

42  H  9105 — For  2  rooms 

42  H  89(9— For 

2  rooms. 

10  in. 

8%xl0  in. 

5 

72c 

2 

12 

47e 

1 

8 

41  c 

8x10 

2/4 -in. 

3 

52c 

12  in. 

8%xl2  in. 

6 

79c 

3 

4 

52c 

1 

10 

44c 

9x12 

2  54  -in. 

4 

62c 

Inches 

Shpg. 

rwtr 

Each 

|  Shpg.  Wt.  i 

Each 

|  Shpg.  Wt.  | 

Each 

|  Shpg.  Wt.  | 

Each 

Shpg 

.  Wt. 

r  aa|« 

Lbs. 

Oz. 

Lbs. 

Oz. 

Lbs. 

Oz. 

Lbs. 

Oz. 

Lbs. 

Oz. 

udUl 

8 

1 

4 

2 1c" 

2 

4 

29c 

1 

T8F 

1 

12 

^7c 

1 

4 

1  8c 

9 

1 

8 

24c 

2 

8 

32c 

1 

2 

21c 

2 

29c 

1 

8 

20c 

10 

1 

8 

26c 

3 

37c 

1 

8 

24c 

2 

8 

34c 

1 

12 

23c 

12 

1 

12 

31c 

3 

8 

44c 

1 

14 

28c 

3 

4 

48c 

2 

4 

30c 

PAGE 
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ALL  MERCHANDISE  ON  THIS  PAGE  SHIPPED  FROM  BOSTON,  BINGHAMTON 
OR  ROCHESTER.  SEND  ORDERS  TO  BOSTON  ONLY. 


I  -^Pressure 
p Relief  Vajveu 

For  Price 
See  Page  890 


Circulating 
Pipe  from 
Water 

Heating  Unit 


Circulating 
Pipe  to  Water 
Heating  Unit 


Relief  Valve 

For  range 
boilers.  Releases 
at  SO,  75,80,100, 

105  or  130  lbs. 

Cast  brass  body. 

J6-ln.  inlet  and  outlet. 

42  H  8957— Wt.. 

5  lbs.  6  oz . $4.19 

42  H  8962 — For  closed 
hot  water  heating  systems. 
Relieves  at  30  lbs.  frA  IO 
Shpg,  wt.,  4  lbs .  ■  .  I  7 


SEARS  96%  COPPER  RANGE  BOILERS 


©  Cold  Water 
Tube 

Made  of  brass. 
Easily  installed  in 
range  boiler.  Length 
4  ft.;  diameter.  14- 
in.  Shipping  weight. 
1  pound. 

42  H  1456  QO*» 

Each . O  7t 


©  Boiler 
Drain  Valve 

Heavy  cast  red 
brass.  Rust  and  cor¬ 
rosion  proof.  Nickel 
plated.  Shog.  wt..  12  oz. 

42  H 1730 

State  size. 

J4-in.  Each....  31c 
%  -in.  Each....  3  9c 


@®  3Am >n.  Range 
Boiler  Unions 

Cast  brass.  Tapped  !4-inch 
inside  for  cold  water  tube. 
Shipping  weight,  1  lb.  6  oz. 

50c 


®42  H  1461 

Elbow.  Each 


®  42  HI  460  A 

Straight.  Each . Z.C 


©  Cast  Iron 
Boiler  Stands 

Adjustable  for  30  or 
40-gallon  boilers.  Ht., 
12in.  Shpg.wt.,41bs.  12oz. 

42  HI  283 

42  H  1  284— For  52 

gallon  boilers. Shpg.  £. 
wt.,  6  lbs.  12  oz.  .  OVC 


Straight.  Each 

42  H  7602 — Complete  Set  of  Brass  Fittings;  2  elbow  unions  and  2  straight  unions,  1  tube,  fO  QC 
drain  cock,  3  brass  fittings  and  1  cast-iron  stand.  For  25  to  40-gallon  tanks.  Shipping  weight,  12  pounds.«PX  •  7  J 


Guaranteed 


Guarantee! 

If  the  boiler  should  fail  any  time  before  the 
20  years  have  expired,  a  new  boiler  will  be  sent 
you ,  the  price  of  which  will  be  based  on  propor - 
tionate  service  rendered  by  the  old  boiler. 

SEARS,  ROEBUCK  AND  CO. 


•  96%  genuine  Anaconda  copper. 

•  Not  affected  by  minerals  that  may  be  In  water. 

•  Strong  as  medium  carbon  steel. 

•  Carefully  welded;  positively  guaranteed  for 
working  pressures  stated. 

•  Comply  with  the  severe  requirements  of  the 
Massachusetts  Range  Boiler  law,  making  them 
“A-l”  in  every  respect. 

A  range  boiler  that  can’t  rust!  The  peer  of  all  range 
boilers  because  it  is  made  of  EVERDUR  copper  to 
resist  unfavorable  water  conditions  indefinitely.  In¬ 
stall  it  now  and  have  lasting,  trouble-free  service. 
EVERDUR  metal  is  96%  pure  copper,  alloyed  with 
silicon  and  manganese.  We  know  positively  that  you 
cannot  find  a  better,  more  durable  range  boiler  any¬ 
where!  And  when  it  comes'  to  a  matter  of  price — 
Sears  always  lead  the  field  in  dollar  for  dollar  value. 
We  do  not  believe  you  can  buy  a  boiler  of  comparable 
quality  at  anywhere  near  this  low  price. 

Stands  up  well  under  high  pressures.  Our  con¬ 
struction  eliminates  solder,  rivets  and  internal 
braces.  EVERDUR  boilers  have  greater  strength 
than  sheet  copper  boilers,  and  will  therefore  stand 
greater  pressures.  Does  not  dent  easily. 


Capacity 

Size, 

Shpg. 

Gallons 

Inches 

Wt.,  Lbs. 

25 

12x48 

70 

30 

12x60 

86 

40 

14x60 

99 

42  HM  251  9 

Price 


$26.95 

29.50 

37.95 


EXTRA  HEAVY 

Tested  to  250  lbs.;  guaranteed  for  106  lbs. 
working  pressure. 


Capacity 

Gallons 

Size, 

Inches 

Shpg. 
Wt.,  Lbs. 

42  HM  251  8 

Price 

25 

12x48 

82 

$30.95 

30 

12x60 

99 

34.95 

40 

14x60 

124 

44.95 

For  Easy  Payments  see  page  1A. 

Freight  charges  are  given  on  Pages  998-999. 


20  Years! 

•  '■  '  .4 -  ■  . . .  * .  vivfei.i.U. 


Low  Priced! 


95 


CASH 

25-GAL. 

Complete 


Prices  shown  below  are  for 
boilers  only,  without  fittings. 

For  stand,  cold  water  tube 
and  couplings,  see  below. 

Smaller  illustration  at 
right  shows  you  just  what  fittings  are  necessary  and 
also  the  placement  of  them  in  relation  to  the  range 
boiler.  Furnished  in  200-lb.  test  or  250-lb.  test  as 
listed  below.  Shipped  from  Boston  only. 

Tested  to  200  lbs.;  guaranteed  for  85  lbs. 
working  pressure. 


For  Furnaces 

Use  heat  in  fi  repot.  Con¬ 
nects  to  range  boiler.  Fits 
any  furnace.  Black  steel 
pipe.  State  firepot  diam. 

42  H  8961 


Size, 

Shpg. 

Each 

In. 

Wt.,  Lbs. 

% 

7 

75c 

1 

10 

95c 

For  Boilers 

Fin  type.  Installed  at 
hottest  point  of  boiler  fire¬ 
box.  %-in.  tappings,  one 
outlet.  3  inlets  for  adjust¬ 
ment  to  different  openings, 
2  plugs.  Cast  iron. 

42  H  8943 

Shpg.  wt.,  7  lbs. 

4  oz . 


Automatic 

TEMPERATURE  CONTROL 

Hot  water  always  on  tap! 

This  makes  your  coal  burning 
tank  heater  practically  auto¬ 
matic.  Saves  fuel.  Easily  in¬ 
stalled.  Just  as  soon  as  water 
in  tank  falls  below  a  prede¬ 
termined  temperature  the  regu¬ 
lator  automatically  opens  the  draft.  Requires  no  attention. 
It  prevents  overheating  of  water.  Casing  is  made  of  cast  iron 
and  the  thermostatic  element  is  highest  grade  spring  brass. 
No  gaskets  to  replace.  No  adjustments  to  make.  Complete 
with  lever,  weight,  chain  and  check  damper  for  pipe.  Threaded 


•  for  1-in.  connection. 

42  H  8852 — Shipping  weight,  15  pounds 


S3. 69 


Boiler  and  Furnace  Brushes 


Boiler  Flue  Brush 

Remove  heat  wasting  soot 
easily  and  quickly  with  boiler 
flue  brush.  Made  of  durable 
stiff  wire.  Threaded  54 -in. 
Size,  l%x 45^x5  54  in.  Ship¬ 
ping  weight,  1  pound,  j  a 

42  H  8941 . 4  JC 


Furnace-Radiator  Brush 

Cleans  easily  and  thorough¬ 
ly.  Flexible  48-inch  handle. 
3%  -in.  diameter.  Length, 
5  in.  Dense,  long  lasting,  wire 
bristles.  Shipping  weight, 
1  lb.  12  oz.  p 

42  H  8939 . *3 


HERCU 


AT  REGULATORS 


Control  Your  Furnace  From 


Chair 


Heat  Regulator 
Without  Clock 


Comfort  —  Economy! 
Tend  furnace  from 
your  living  room. 


Accessories  make 
above  possible. 
Simple  instructions 
furnished. 

For  110-120 


Thermostatic  control  saves  steps 
and  guesswork.  Regulates  system 
better  than  you  could  do  it  yourself. 
Saves  coal  by  preventing  “stop-and- 
go"  firing.  Preserves  health  by  main¬ 
taining  steady,  even  heat. 

“Just  set  it  and  forget  it” — the 
Hercules  Temperature  Control  does 
the  rest.  Efficient!  It  maintains  the 
heat  ordered  on  the  Thermostat  with 
a  variation  of  as  close  as  one  degree 
Fahrenheit.  Think  what  this  means 
to  your  comfort,  health,  convenience 
— and  your  pocket  book. 

You  can  plan  your  day’s  “heating 
program” — have  a  room  warm  and 
cozy  when  you  get  up  on  a  frosty 
morning,  an  even  temperature  during 
the  day,  comfort  for  your  evening 
hours  of  social  relaxation  and  a  cool 
bedroom  for  restful  sleep.  With  the 
Clock  type  control  (Nos.  42  H  8883 
and  42  H  8884)  the  Hercules  will  fol¬ 
low  tnls  program  to  the  minute. 

24  Hours  of  Healthful 
Planned  Heating 

With  a 
Hercules 
Clock-con¬ 
trolled  Heat¬ 
ing  Control, 
your  heating 
system  will  fol¬ 
low  a  set  pro¬ 
gram  to  the 
minute. 

■volt  6QbCvcIb  A.  C m 


Entirely  automatic! 
Set  it  for  any  temperature 
you  want,  and  the  Hercules 
maintains  that  tempera¬ 
ture.  Once  you  have  in¬ 
stalled  a  Hercules  Heat 
Regulator  you’ll  wonder 
how  you  ever  got  along 
without  one.  Your  rooms 
stay  always  at  an  even,  un¬ 
altered  temperature.  Just 
set  it  and  forget  it!  Eco¬ 
nomical!  Our  lowest-priced 
thermostat,  yet  one  that 
has  quality  written  all  over 
it! 

Outfit  includes  plain 
thermostat,  electric  motor, 
chain,  pulleys,  transformer 
fittings  and  instructions. 
This  equipment  pictured 
at  right.  Shpg.  wt., 
8  lbs.  15  oz.  (M  QC 

42  H  8880  *14. YD 


Heat  Regulator 
With  8-Day  Clock 

Our  finest  heat  regulator. 
Raises  temperature  in  the 
morning  at  a  pre-determined 
time,  and  lowers  it  at  the  time 
you  set  it  for  in  the  evening. 
What  a  convenience  this  is, 
and  what  a  fuel  saver.  All  you 
do  is  wind  the  clock  every 
8  days. 

40  H  8884— Outfit  in¬ 
cludes  Thermostat  with  8-day 
jeweled  clock,  electric  motor, 
chain,  pulleys,  transformer, 
fittings  and  instructions. 

f^s.^ooz . $31.50 

Easy  Payments— see  Page  1A. 


With 

30-Hour 

Clock 


Would  you  like  to  wake  up  in 
the  morning  and  find  every  room 
nice  and  warm?  Here’s  the 
regulator  that  will  do  it.  Comes 
equipped  with  30-hour  clock  that 
you  can  set  the  same  as  you  do 
your  alarm  clock.  It  automati¬ 
cally  returns  thermostat,  to  any 
desired  day  temperature  at  the 
exact  time  you  have  set  it  for, 
after  having  held  a  lower  temper¬ 
ature  during  the  night. 


42  H  8883 — Outfit  includes 
Thermostat  with  30-hr.  clock, 
electric  motor,  chain,  pulleys, 
transformer,  fittings  and  instruc¬ 
tions.  Shipping  wt.,®/}/^  QC 
9  lbs.  7  oz . *XV/.¥5 


ALL  MERCHANDISE  ON  THIS  PAGE,  UNLESS  OTHERWISE  STATED,  SHIPPED  FROM  BOSTON, 
ALL  MERC™™'eSTER  or  BINGHAMTON,  N.  Y.  SEND  ORDER  TO  BOSTON  ONLY. 
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Freight  is  the  most  economical  way  to  ship  your  orders  .  .  .  it’s  fast 
and  dependable,  too.  At  Sears  freight  orders  are  given  special  service 
under  the  direct  supervision  of  experienced  traffic  men  who  route  all 
orders  the  fastest  and  cheapest  way.  When  your  order  is  received  at 
Sears,  it  is  placed  on  an  accurate  and  speedy  schedule.  It  is  filled  and 
loaded  immediately  in  freight  cars  on  our  own  tracks  and  is  quickly 


on  its  way  to  you  by  the  first  train  to  your  town.  There  is  no  delay. 
Low  freight  rates  insure  greatest  savings  on  Sears  freight  orders  and 
improved  methods  of  freight  handling  insure  quickest  delivery. 

FREIGHT  CHARGES  ARE  THE  SAME  WHOEVER  SHIPS.  All  railroads 
charge  as  much  for  carrying  less  than  100  pounds  as  they  do  for  a  full 
100-pound  shipment.  Charges  on  shipments  over  100  pounds,  how¬ 
ever,  are  based  on  actual  weight.  So,  if  your  order  weighs  less,  build 
it  up  to  100  pounds  and  ship  by  freight  for  the  extra  saving.  Remem¬ 
ber,  when  estimating  freight  charges,  that  the  freight  rate  you  pay  is 
exactly  the  same  no  matter  who  makes  the  shipment,  as  freight  rates 
are  regulated  by  the  Interstate  Commerce  Commission  and  not  by 
the  shipper,  or  by  the  railroad.  On  freight  orders  made  up  of  several 
articles  taking  different  rates,  the  highest  rate  will  apply  to  the  entire 
shipment.  The  minimum  charge  for  any  freight  shipment  is 
50  cents. 

IT’S  EASY  TO  FIGURE  FREIGHT  CHARGES.  Articles  usually  shipped 
by  freight  take  different  rates  because  they  are  packed  differently, 
and  the  risks  of  damage  or  perishability  differ.  Therefore,  the  rate 
on  bulky  articles,  such  as  steel  tanks,  is  different  from  the  rate  on 
compact  articles  such  as  wire  fencing.  The  handy  rate  tables  on  this 
and  the  opposite  page  will  help  you  to  estimate  closely  freight  charges 
to  your  town.  If  you  prefer,  ask  your  station  agent  what  the  actual 
freight  charge  will  be  on  any  article  or  order.  Just  tell  him  the  weight 
and  where  the  article  will  be  shipped  from,  or  write  us  and  we  will 
gladly  figure  it  for  you. 


ESTIMATED  FREIGHT  RATES  PER  IOO  POUNDS 


Freight  charges  are  based  on  distance.  Therefore,  if  you  live  100  miles  from 
Binghamton  or  one  of  our  other  warehouses  or  factories,  the  rate  you  pay  on  articles 
shipped  from  any  of  these  points  is  the  same  as  the  100-mile  rate  from  BOSTON. 
Figure  up  the  total  weight  of  your  order,  refer  to  the  chart  below,  and  you  can  easily 
estimate  the  freight  charges.  The  actual  charge  may  be  slightly  more  or  less. 


Example:  Suppose  you  live  about  200  miles  from  BOSTON  or  Binghamton 
and  order  paint  weighing  150  lbs.,  which  the  catalog  describes  as  shipped  from 
Boston  or  Binghamton.  The  list  below  shows  the  freight  charges  for  100  lbs.  of 
paint  to  be  39c.  Multiply  the  shipping  weight,  150  lbs.  (1*^  times  the  hundred 
pound  rate),  by  39c  and  your  answer  is  59c,  the  approximate  total  freight  charge. 


Merchandise 

100 

Miles 

200 

Miles 

300 

Miles 

400 

Miles 

Merchandise 

100 

Miles 

200 

Miles 

300 

Miles 

400 

Miles 

Ammunition . 

$0.49 

$0.63 

$0.78 

$0.90 

$0.32 

$0.40 

$0.51 

$0.59 

Anvils . 

.29 

.38 

.48 

.55 

Hardware,  Brass,  Bronze,  Copper... 

.49 

.63 

.78 

.90 

Auto  Parts,  Iron  or  Steel . 

.49 

.63 

.78 

.90 

Hardware,  Iron  or  Steel . 

.41 

.52 

.64 

.75 

Auto  Springs . 

.32 

.40 

.51 

.59 

.49 

.63 

.78 

.90 

Automobiles,  Children’s,  KD. . . 

.49 

.63 

.78 

.90 

Hay  Carriers . 

.41 

.52 

.64 

.75 

Auto  Trailers . 

.58 

.75 

.91 

1.05 

Hay  Carrier  Track . 

.32 

.40 

.51 

.59 

Awnings,  Cloth . 

.58 

.75 

.91 

1.05 

Heaters,  Water,  Automatic,  Gas 

.49 

.63 

.78 

.90 

Baby  Carriages . 

.58 

.75 

.91 

1.05 

.49 

.63 

.78 

.90 

Bar  Iron . 

.23 

.30 

.38 

.45 

Hose,  Rubber . 

.49 

.63 

.78 

.90 

Barbed  Wire . 

.23 

.30 

.38 

.45 

Hoists,  Chain . 

.41 

.52 

.64 

.75 

Bath  Tubs . 

.58 

.75 

.91 

1.05 

.49 

.63 

.78 

.90 

Batteries  (Storage) . 

.49 

.63 

.78 

.90 

.41 

.52 

.64 

.75 

Battery  Chargers,  Wind  Driven 

.49 

.63 

.78 

.90 

Ironing  Machines . 

.49 

.63 

.78 

.90 

Bed  Springs . 

.58 

.75 

.91 

1.05 

Ironing  Boards . 

.49 

.63 

.78 

.90 

Bed  Steads,  Iron  or  Wood . 

.49 

.63 

.78 

.90 

.32 

.40 

.51 

.59 

Bee  Hives,  KD . 

.32 

.40 

.51 

.59 

.58 

.75 

.91 

1.05 

Belting . . 

.49 

.63 

.78 

.90 

.41 

.52 

.64 

.75 

Benches,  SU . 

.58 

.75 

.91 

1.05 

Ladders,  Step . 

.58 

.75 

.91 

1.05 

Benches,  KD . 

.49 

.63 

.78 

.90 

Ladders,  Extension . 

.49 

.63 

.78 

.90 

Bicycles . 

.58 

.75 

.91 

1.05 

Laundry  Tubs . 

.41 

.52 

.64 

.75 

Blowers,  Blacksmith . 

.49 

.63 

.78 

.90 

Lavatories . 

.41 

.52 

.64 

.75 

Book  Cases . 

.58 

.75 

.91 

1.05 

Lawn  Mowers . 

.49 

.63 

.78 

.90 

Brooders,  SU . 

.58 

.75 

.91 

1.05 

.58 

.75 

.91 

1.05 

Brooders,  KD . 

.41 

.52 

.64 

.75 

Linoleum . 

.49 

.63 

.78 

.90 

Building  Paper . 

.32 

.40 

.51 

.59 

.29 

.38 

.48 

.55 

Buffets . 

.58 

.75 

.91 

1.05 

Machinery,  Woodworking . 

.49 

.63 

.78 

.90 

Cabinets,  Kitchen . 

.58 

.75 

.91 

1.05 

Mattresses . 

.58 

.75 

.91 

1.05 

Cabinets,  Filing,  Steel . 

.49 

.63 

.78 

.90 

Milk  Bottles . 

.41 

.52 

.64 

.75 

Cabinets,  Storage,  Steel . 

.49 

.63 

.78 

.90 

Milk  Cans . 

.58 

.75 

.91 

1.05 

Cedar  Chests . 

.58 

.75 

.91 

1.05 

Milking  Machines . 

.58 

.75 

.91 

1.05 

Ceiling,  Steel . 

.23 

.30 

.38 

.45 

Mirrors . 

.58 

.75 

.91 

1.05 

Chains,  Steel . 

.23 

.30 

.38 

.45 

Motors,  Electric . 

.49 

.63 

.78 

.90 

Chairs,  SU . 

.58 

.75 

.91 

1.05 

Nails . 

.23 

.30 

.38 

.45 

Chairs,  Folding . 

.49 

.63 

.78 

.90 

Oil,  Lubricating . 

.41 

.52 

.64 

.75 

Chiffoniers,  Chifforobes . 

.58 

.75 

.91 

1.05 

Ovens,  Stove . 

.58 

.75 

.91 

1.05 

China  Cabinets . 

.58 

.75 

.91 

1.05 

Paint . 

.30 

.39 

.47 

.55 

Chinaware . 

.41 

.52 

.64 

.75 

.23 

.30 

.38 

.45 

Churns,  Wooden . 

.49 

.63 

.78 

.90 

Pipe,  Conductor . 

.58 

.75 

.91 

1.05 

Compressors,  Air . 

.49 

.63 

.78 

.90 

.29 

.38 

.48 

.55 

Concrete  Mixers . 

.49 

.63 

.78 

.90 

Pumping  Outfits . 

.49 

.63 

.78 

.90 

Cots,  Canvas . 

.49 

.63 

.78 

.90 

Pumps,  Hand . 

.41 

.52 

.64 

.75 

Couches,  Metal,  SU . 

.58 

.75 

.91 

1.05 

Pumps,  Power . 

.49 

.63 

.78 

.90 

Couches,  Hammock,  KD . 

.41 

.52 

.64 

.75 

Radiators,  Auto . 

.49 

.63 

.78 

.90 

Cream  Separators . 

.49 

.63 

.78 

.90 

Radios . 

.58 

.75 

.91 

1.05 

Cribs,  KD . 

.49 

.63 

.78 

.90 

.41 

.52 

.64 

.75 

.58 

.75 

.91 

1.05 

.49 

.63 

.78 

.90 

Daybeds,  KD . 

.49 

.63 

.78 

.90 

Rock  Wool . 

.49 

.63 

.78 

.90 

Desks . 

.58 

.75 

.91 

1.05 

.30 

.39 

.47 

.55 

Doors,  Comb.  Storm  and  Screen 

.49 

.63 

.78 

.90 

Roofing,  Steel . 

.23 

.30 

.38 

.45 

Dressers . 

.58 

.75 

.91 

1.05 

Rope . 

.41 

.52 

.64 

.75 

.58 

.75 

.91 

1.05 

.58 

.75 

.91 

1.05 

Drills,  Blacksmiths  Post . 

.49 

.63 

.78 

.90 

Rugs,  Linoleum,  Felt  Base, 

Eave  T roughs . 

.41 

.52 

.64 

.75 

Grass,  Fiber,  Straw  or  Felt. . 

.49 

.63 

.78 

.90 

Electrical  Goods . 

.58 

.75 

.91 

1.05 

.49 

.63 

.78 

.90 

Engines,  Gas . 

.49 

.63 

.78 

.90 

.41 

.52 

.64 

.75 

Feed  Mills . 

.49 

.63 

.78 

.90 

.49 

.63 

.78 

.90 

Feed,  Animal  or  Poultry . 

.29 

.38 

.48 

.55 

.58 

.75 

.91 

1.05 

Fence  Posts . 

.23 

.30 

.38 

.45 

.58 

.75 

.91 

1.05 

Fencing,  Wire . 

.23 

.30 

.38 

.45 

.32 

.40 

.51 

.59 

Flooring,  Hardwood . 

.29 

.38 

.48 

.55 

Shovels . 

.41 

.52 

.64 

.75 

Forks,  Hay  or  Manure . 

.41 

.52 

.64 

.75 

.58 

.75 

.91 

1.05 

Forges. . : . 

.49 

.63 

.78 

.90 

.41 

.52 

.64 

.75 

Fruit  Presses . 

.49 

.63 

.78 

.90 

.58 

.75 

.91 

1.05 

Furniture,  Bedroom,  Dining 

Stanchions . 

.41 

.52 

.64 

.75 

Room,  Living  Room . 

.58 

.75 

.91 

1.05 

Stokers,  Mechanical . 

.49 

.63 

.78 

.90 

Gates,  Steel  Fence . 

.23 

.30 

.38 

.45 

.41 

.52 

.64 

.75 

Go-Carts,  Collapsible . 

.49 

.63 

.78 

.90 

Stoves,  Gas,  Oil,  Electric  or 

Grain  Bins,  Steel,  KD . 

.41 

.52 

.64 

.75 

.49 

.63 

.78 

.90 

Gliders,  KD  (Swing) . 

.49 

.63 

.78 

.90 

Swings,  KD . 

.49 

.63 

.78 

.90 
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Merchandise 

100 

Miles 

200 

Miles 

300 

Milesi 

400 

Miles 

Tables,  SU . 

$0.58 

$0.75 

$0.91 

$1.05 

Tables,  KD . 

.49 

.63 

.78 

.90 

Tank  Heater . 

.41 

.52 

.64 

.75 

Tanks,  Steel,  SU . 

1.16 

1.50 

1.82 

2.10 

Tanks,  Wood,  KD . 

.32 

.40 

.51 

.59 

Tents . 

.58 

.75 

.91 

1.05 

T  runks . 

.58 

.75 

.91 

1.05 

Velocipedes . 

.58 

.75 

.91 

1.05 

Vises . 

.32 

.40 

.51 

.59 

Wagons,  Children’s . 

.49 

.63 

.78 

.90 

Wagons,  Farm . 

.41 

.52 

.64 

.75 

Wallboard . 

.41 

.52 

.64 

.75 

Wallpaper . 

.41 

.52 

.64 

.75 

Wardrobes . 

.58 

.75 

.91 

1.05 

Wash  Tubs . 

.58 

.75 

.91 

1.05 

Water  Closet  Bowls,  Tanks. . .  . 

.41 

.52 

.64 

.75 

Wheelbarrows,  KD . 

.49 

.63 

.78 

.90 

Wire . 

.23 

.30 

.38 

.45 

Woodenware . 

.58 

.75 

.91 

1.05 

Wood  Preservatives . 

.41 

.52 

.64 

.75 

NOTICE — Freight  rates  to  points  within  the  state 
of  Maine  vary  according  to  location.  In  general 
slight  increases  occur  in  the  300  and  400-mile  scales. 
On  the  opposite  page  we  quote  actual  rates  from 
Boston  on  certain  items — for  additional  information 
or  rates  on  other  items  call  your  local  railroad  agent. 


SHIPPED  KNOCKED  DOWN 

The  letters  KD  wherever  used  in  connection  with 
freight  rates  mean  knocked  down,  which  is  the  rail¬ 
way  companies’  way  of  saying  the  article  shipped  is 
sufficiently  taken  apart  to  ship  it  at  lower  cost.  When¬ 
ever  our  merchandise  is  so  shipped,  it  is  easily  put  to¬ 
gether.  The  saving  you  make  in  shipping  charges  more 
than  compensates  you  for  the  slight  effort  involved. 

SU  means  set-up. 

The  rates  on  this  and  the  opposite  page  were 
in  effect  when  this  catalog  was  printed  and  are 
subject  to  change  without  notice. 


EXPRESS  RATES 

If  you  require  rapid  service  on  unmailable  merchan¬ 
dise  and  want  your  order  shipped  by  express,  figure  the 
approximate  weight  of  the  shipment  and  refer  to  the 
table  below  which  will  help  you  to  estimate  the  ship¬ 
ping  charges.  For  Example:  If  your  order  weighs 
30  pounds  and  you  live  180  miles  from  the  shipping 
point,  the  table  below  shows  the  approximate  charge 
on  a  30-pound  package  shipped  200  miles  to  be  80c. 


Distance  from 
Shipping  Point 

100 

Miles 

200 

Miles 

300 

Miles 

400 

Miles 

Charges  on 
Pkgs.  Weighing 

5  pounds 

40c 

42c 

44c 

46c 

10  pounds 

46c 

50c 

54c 

58c 

15  pounds 

51c 

57c 

63c 

69c 

20  pounds 

57c 

65c 

73c 

81c 

25  pounds 

62c 

72c 

82c 

92c 

30  pounds 

68c 

80c 

92c 

$1.04 

40  pounds 

79c 

95c 

$1.11 

1.27 

50  pounds 

90c 

$1.10 

1.30 

1.50 

75  pounds 

$1.17 

1.47 

1.77 

2.07 

100  pounds 

1.45 

1.85 

2.25 

2.65 

WE  GUARANTEE  SAFE  DELIVERY  OF  ALL  OUR  SHIPMENTS 


Much  of  our  heavier,  bulkier  merchandise  is  shipped  direct  from 
warehouses  and  factories  located  conveniently  near  you  to  save  you 
time  and  money.  You  get  the  benefit  of  lower  prices  on  these  items 
due  to  savings  in  handling  costs,  and  in  so  many  cases  you  save  con¬ 
siderable  on  transportation  charges  because  of  the  shorter  shipping 
distance.  The  catalog  descriptions  of  these  articles  show  the  various 
points  of  shipment.  See  the  table  below  for  actual  freight  rates  from 
many  of  our  factories  and  warehouses.  Remember  that  these 
articles  are  shipped  separately  and  cannot  be  included  with 
other  goods  shipped  from  our  Mail  Order  House.  We  always 
ship  to  save  you  most. 

DIRECT-TO-HOME  DELIVERY.  Railroads  and  trucking  companies  in 
some  sections  are  now  delivering  freight  orders  direct  to  the  homes  of 
many  of  our  customers  at  no  additional  cost  above  the  regular  freight 
rate.  In  other  cases  a  slight  additional  charge  is  made  for  this  accom¬ 
modation.  Direct-to-home  delivery  is  usually  made  within  city  limits, 
but  in  some  localities  it  also  includes  customers  living  short  distances 
outside.  For  additional  information  about  this  convenient  direct-to- 
home  delivery  service,  see  or  call  your  station  agent,  or  write  Sears 
Personal  Service  Department.  If  your  town  does  not  happen  to  have 
house-door-delivery,  your  freight  orders  will  be  shipped  the  regular 
way  at  the  usual  low  cost. 

WE  GUARANTEE  SAFE  DELIVERY  OF  EVERY  SHIPMENT.  If  there  is  a 
freight  agent  at  your  station  you  pay  freight  charges  when  ship¬ 
ment  is  received.  If  there  isn’t  a  freight  agent,  include  additional 
money  in  your  remittance  to  cover  freight  charges.  If  you  send  too 
much,  we  always  return  the  difference. 


In  case  of  damage  or  shortage  of  any  part  of  your  order,  have  the 
freight  agent  make  a  notation  to  that  effect  on  your  freight  bill  when 
you  receive  the  goods.  If  not  discovered  until  unpacking  shipment  at 
home,  request  agent  to  call  and  make  an  inspection.  Ask  him  to  fur¬ 
nish  you  with  a  copy  of  his  inspection  report  and  send  it  together  with 
the  freight  bill  and  a  letter  of  explanation  to  us.  If  there  is  no  freight 
agent,  simply  write  us.  We  make  good  promptly  any  damage  or 
shortage. 


ACTUAL  FREIGHT  RATES  Per  100  Pounds  From  Factories  and  Other  Warehouses 


How  to  Figure  Freight  Charges — If  you  are  ordering  merchandise  to  be  ship¬ 
ped  from  one  of  our  conveniently  located  warehouses  or  factories,  first  find  in  the 
table  below  the  city  in  which  you  live  or  the  city  nearest  you.  Then  find  the  rate 
per  100  pounds  from  the  factory  or  warehouse  from  which  your  order  is  to  be 
shipped  to  this  town  and  it  will  be  easy  for  you  to  figure  the  freight  charges. 


For  Example:  If  you  live  in  or  near  Rome,  N.Y.  and  order  a  cream  separator 
weighing  135  pounds,  which  is  to  be  shipped  from  our  factory  in  Buffalo,  N.Y., 
the  rate  per  100  pounds  from  Buffalo  to  Rome  is  61c.  Multiply  the  shipping  weight 
135  pounds  (iy3  times  the  100-pound  rate)  by  61c  and  your  answer  is  81c. 
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Automobile  Radiators 
Philadelphia,  Pa. 

Baby  Carriages 

Erie,  Pa. 

Cream  Separators 

Buffalo,  N.  Y. 
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Kearny,  N.  J. 

Sewing  Machines 
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Washing  Machines 

Binghamton,  N.  Y. 

$.60 

0.70 

0.49 

0.28 

0.60 

0.70 

0.36 

0.60 

0.36 

0.70 

0.60 

0.39 

0.49 

0.70 

0.60 

1.08 

0.88 

1.06 

0.46 

0.32 

0.37 

0.58 

0.41 

1.49 

0.70 

0.88 

0.61 

0.52 

0.34 

1.16 

0.84 

.60 

.70 

.49 

.28 

.60 

.70 

.36 

.60 

.36 

.70 

.60 

.39 

.49 

.70 

.64 

1.11 

.86 

1.06 

.46 

.35 

.38 

.58 

.41 

1.49 

.70 

.88 

.61 

.54 

.35 

1.16 

.84 

.52 

.61 

.43 

.24 

.52 

.61 

.32 

.52 

.32 

.61 

.52 

.34 

.43 

.61 

.67 

1.14 

.90 

1.08 

.46 

.37 

.40 

.60 

.44 

1.54 

.61 

.91 

.54 

.60 

.39 

1.22 

.89 

.60 

.70 

.49 

.28 

.60 

.70 

.36 

.60 

.36 

.70 

.60 

.39 

.49 

.70 

.67 

1.08 

.83 

1.06 

.46 

.36 

.38 

.58 

.39 

1.49 

.70 

.88 

.60 

.57 

.37 

1.16 

.82 

.57 

.67 

.47 

.27 

.57 

.67 

.35 

.57 

.35 

.67 

.57 

.37 

.47 

.67 

.64 

1.08 

.88 

1.06 

.46 

.35 

.38 

.58 

.41 

1.49 

.67 

.88 

.59 

.57 

.37 

1.16 

.84 

.48 

.56 

.39 

.22 

.48 

.56 

.29 

.48 

.29 

.56 

.48 

.31 

.39 

.56 

.70 

1.14 

.88 

1.08 

.49 

.37 

.40 

.60 

.41 

1.54 

.56 

.91 

.50 

.61 

.40 

1.22 

.87 

.65 

.77 

.54 

.31 

.65 

.77 

.40 

.65 

.40 

.77 

.65 

.42 

.54 

.77 

.99 

1.40 

i.ii 

1.20 

.59 

.50 

.54 

.67 

.55 

1.72 

.77 

1.07 

.63 

.94 

.61 

1.48 

1.13 

.78 

.92 

.64 

.37 

.78 

.92 

.48 

.78 

.48 

.92 

.78 

.51 

.64 

.92 

1.07 

1.42 

1.18 

1.20 

.59 

.54 

.57 

.67 

.61 

1.72 

.92 

1.07 

.75 

1.01 

.65 

1.48 

1.24 

.93 

1.09 

.76 

.44 

.93 

1.09 

.57 

.93 

.57 

1.09 

.93 

.60 

.76 

1.09 

1.22 

1.59 

1.33 

1.27 

.66 

.61 

.64 

.71 

.69 

1.82 

1.09 

1.19 

.91 

1.18 

.76 

1.65 

1.40 

.78 

.92 

.64 

.37 

.78 

.92 

.48 

.78 

.48 

.92 

.78 

.51 

.64 

.92 

1.07 

1.42 

1  .  18 

1.20 

.59 

.54 

.58 

.67 

.61 

1.72 

.92 

1.07 

.75 

1.05 

.68 

1.48 

1.24 

.81 

.95 

.67 

.38 

.81 

.95 

.49 

.81 

.49 

.95 

.81 

.52 

.67 

.95 

i.ii 

1.42 

1.22 

1.20 

.59 

.57 

.59 

.67 

.62 

1.72 

.95 

1.07 

.79 

1.07 

.69 

1.48 

1.27 

.69 

.81 

.57 

.32 

.69 

.81 

.42 

.69 

.42 

.81 

.69 

.45 

.57 

.81 

1.00 

1.42 

1.13 

1.20 

.59 

.51 

.55 

.67 

.57 

1.72 

.81 

1.07 

.67 

.97 

.63 

1.48 

1.16 

i.ii 

1.31 

.92 

.52 

i.ii 

1.31 

.68 

1.11 

.68 

1.31 

1.11 

.72 

.92 

1.31 

1.39 

1.87 

1.50 

1.47 

.77 

.71 

.73 

.82 

.82 

2.10 

1.31 

1.3S 

1.10 

1.37 

.89 

1.93 

1.62 

1.33 

1.56 

1.09 

.62 

1.33 

1.56 

.81 

1.33 

.81 

1.56 

1.33 

.86 

1.09 

1.56 

1.61 

2.08 

1.70 

1.62 

.86 

.79 

.82 

.91 

.94 

2.31 

1.56 

1.53 

1 .31 

1.59 

1.03 

2.14 

1.86 

.90 

1.06 

.74 

.42 

.90 

1.06 

.55 

.90 

.55 

1.06 

.90 

.58 

.74 

1.06 

1.19 

1.54 

1.31 

1.27 

.66 

.61 

.63 

.71 

.69 

1.82 

1.06 

1.19 

.88 

1.16 

.75 

1.65 

1.38 

.52 

.61 

.43 

.24 

.52 

.61 

.32 

.52 

.32 

.61 

.52 

.34 

.43 

.61 

.88 

1.24 

1.00 

i.ii 

.52 

.45 

.49 

.62 

.49 

1.59 

.61 

.97 

.48 

.84 

.54 

1.31 

1.01 

.72 

.85 

.60 

.34 

.72 

.85 

.44 

.72 

.44 

.85 

.72 

.47 

.60 

.85 

1.04 

1.42 

1.16 

1.20 

.59 

.52 

.56 

.67 

.58 

1.72 

.85 

1.07 

.70 

.99 

.64 

1.48 

1.19 

.59 

.69 

.48 

.28 

.59 

.69 

.36 

.59 

.36 

.69 

.59 

.38 

.48 

.69 

.74 

1.04 

.78 

1.01 

.44 

.37 

.38 

.56 

.34 

1.44 

.69 

.83 

.59 

.63 

.41 

1.10 

.73 

.50 

.59 

.41 

.24 

.50 

.59 

.31 

.50 

.31 

.59 

.50 

.32 

.41 

.59 

.71 

1.08 

.84 

1.08 

.49 

.38 

.40 

.60 

.38 

1.54 

.59 

.91 

.49 

.63 

.41 

1.22 

.82 

.  15 

.15 

.  15 

.15 

.15 

.15 

.15 

.15 

.15 

.15 

.15 

.15 

.15 

.15 

.78 

1 .14 

.92 

1.08 

.49 

.40 

.44 

.60 

.44 

1.54 

.15 

.91 

.36 

.73 

.47 

1.22 

.92 

.52 

.61 

.43 

.24 

.52 

.61 

.32 

.52 

.32 

.61 

.52 

.34 

.43 

.61 

.70 

1.08 

.84 

1.06 

.46 

.38 

.40 

.58 

.38 

1.49 

.61 

.88 

.50 

.61 

.40 

1.16 

.82 

.63 

.74 

.52 

.30 

.63 

.74 

.38 

.63 

.38 

.74 

.63 

.41 

.52 

.74 

.67 

1.08 

.80 

1.06 

.46 

.35 

.38 

.58 

.35 

1.49 

.74 

.88 

.61 

.57 

.37 

1.16 

.75 

.35 

.41 

.29 

.  16 

.35 

.41 

.21 

.35 

.21 

.41 

.35 

.23 

.29 

.41 

.82 

1.17 

.94 

1.08 

.49 

.42 

.46 

.60 

.45 

1.54 

.41 

.91 

.33 

.77 

.50 

1.22 

.94 

.38 

.45 

.32 

.18 

.38 

.45 

.23 

.38 

.23 

.45 

.38 

.25 

.32 

.45 

.76 

1.13 

.88 

1.08 

.49 

.40 

.43 

.60 

.41 

1.54 

.45 

.91 

.35 

.71 

.46 

1.22 

.87 

.40 

.47 

.33 

.19 

.40 

.47 

.24 

.40 

.24 

.47 

.40 

.26 

.33 

.47 

.80 

1.14 

.94 

1.08 

.49 

.42 

.45 

.60 

.46 

1.54 

.47 

.91 

.49 

.75 

.48 

1.22 

.96 

.36 

.42 

.29 

.17 

.36 

.42 

.22 

.36 

.22 

.42 

.36 

.23 

.29 

.42 

.80 

1.14 

.94 

1.08 

.49 

.42 

.45 

.60 

.46 

1.54 

.42 

.91 

.47 

.75 

.48 

1.22 

.96 

.54 

.63 

.37 

.25 

.54 

.63 

.33 

.54 

.33 

.63 

.54 

.35 

.44 

.63 

.86 

1.24 

1.02 

1.11 

.52 

.45 

.48 

.62 

.51 

1.59 

.63 

.97 

.60 

.82 

.53 

1.31 

1.06 

.52 

.61 

.43 

.24 

.52 

.61 

.32 

.52 

.32 

.61 

.52 

.34 

.43 

.61 

.74 

1.06 

.82 

1.06 

.46 

.38 

.40 

.58 

.36 

1.49 

.61 

.88 

.48 

.65 

.42 

1.16 

.79 

.41 

.48 

.34 

.19 

.41 

.48 

.25 

.41 

.25 

.48 

.41 

.26 

.34 

.48 

.71 

1.14 

.90 

1.08 

.49 

.38 

.42 

.60 

.43 

1.54 

.48 

.91 

.43 

.  65 

.42 

1.22 

.87 

.72 

.85 

.60 

.34 

.72 

.85 

.44 

.72 

.44 

.85 

.72 

.47 

.60 

.85 

.97 

1.27 

1.05 

1.11 

.52 

.50 

.52 

.62 

.53 

1.59 

.85 

.97 

.68 

.91 

.59 

1.31 

1.08 

.57 

.67 

.47 

.27 

.57 

.67 

.35 

.57 

.35 

.67 

.57 

.37 

.47 

.67 

.85 

1  .  17 

.94 

1.08 

.49 

.42 

.43 

.60 

.43 

1.54 

.67 

.91 

.52 

.78 

.51 

1.22 

.91 

.46 

.54 

.38 

.22 

.46 

.54 

.28 

.46 

.28 

.54 

.46 

.30 

.38 

.54 

.82 

1.17 

.96 

1.08 

.49 

.44 

.47 

.60 

.46 

1.54 

.54 

.91 

.35 

.77 

.50 

1.22 

.94 

.54 

.63 

.44 

.25 

.54 

.63 

.33 

.54 

.33 

.63 

.54 

.35 

.44 

.63 

.89 

1.17 

.99 

1.08 

.49 

.46 

.48 

.60 

.49 

1.54 

.63 

.91 

.46 

.83 

.54 

1.22 

.99 

.36 

.42 

.29 

.17 

.36 

.42 

.22 

.36 

.22 

.42 

.36 

.23 

.29 

.42 

.78 

1  .  14 

.90 

1.09 

.49 

.42 

.44 

.60 

.  44 

1.54 

.42 

.91 

.73 

.47 

1.22 

.89 

.41 

.48 

.34 

.19 

.41 

.48 

.25 

.41 

.25 

.48 

.41 

.26 

.34 

.48 

.84 

1.17 

.96 

1.08 

.49 

.43 

.47 

.60 

.46 

1.54 

.48 

.91 

.37 

.79 

.51 

1.22 

.96 

.66 

.78 

.55 

.31 

.66 

.<78 

.41 

.66 

.41 

.78 

.66 

.43 

.55 

.78 

.89 

1.17 

.99 

1.08 

.49 

.46 

.48 

.60 

.48 

1.54 

.78 

.91 

.60 

.82 

.53 

1.22 

1.00 

.65 

.77 

.54 

.31 

.65 

.77 

.40 

.65 

.40 

.77 

.65 

.42 

.54 

.77 

.67 

.96 

.74 

.97 

.42 

.34 

.37 

.54 

.29 

1.39 

.77 

.80 

.63 

.56 

.36 

1.05 

.66 

.66 

.78 

.55 

.31 

.66 

.78 

.41 

.66 

.41 

.78 

.66 

.43 

.55 

.78 

.65 

1.01 

.78 

1.01 

.44 

.33 

.36 

.56 

.32 

1.44 

.78 

.83 

.65 

.54 

.35 

1.10 

.69 

.67 

.79 

.55 

.32 

.67 

.79 

.41 

.67 

.41 

.79 

.67 

.43 

.55 

.79 

.71 

.92 

.70 

.95 

.40 

.36 

.38 

.52 

.23 

1.35 

.79 

.76 

.65 

.61 

.40 

1.01 

.66 

.80 

.94 

.66 

.38 

.80 

.94 

.49 

.80 

.49 

.94 

.80 

.52 

.66 

.94 

.78 

.79 

.57 

.88 

.36 

.35 

.35 

.48 

.27 

1.25 

.94 

.67 

.78 

.76 

.49 

.92 

.58 

.70 

.82 

.57 

.33 

.70 

.82 

.43 

.70 

.43 

.82 

.70 

.45 

.57 

.82 

.76 

1.03 

.77 

1.03 

.45 

.38 

.39 

.57 

.33 

1.47 

.82 

.85 

.68 

.65 

.42 

1.13 

.72 

.78 

.92 

.64 

.37 

.78 

.92 

.48 

.78 

.48 

.92 

.78 

.51 

.64 

.92 

.82 

.67 

.67 

.93 

.39 

.38 

.38 

.52 

.24 

1.33 

.92 

.72 

.76 

.74 

.48 

.97 

.67 

.85 

1.00 

.70 

.40 

.85 

1 .00 

.52 

.85 

.52 

1.00 

.85 

.55 

.70 

1.00 

.96 

1.02 

.79 

.99 

.43 

.44 

.44 

.55 

.36 

1.43 

1.00 

.81 

.81 

.84 

.54 

1.08 

.84 

.91 

1 .07 

.75 

.43 

.91 

1.07 

.56 

.91 

.56 

1.07 

.91 

.59 

.75 

1.07 

.88 

.94 

.71 

.99 

.43 

.41 

.40 

.55 

.33 

1.41 

1.07 

.77 

.88 

.80 

.52 

1.05 

.76 

.75 

.88 

.62 

.35 

.75 

.88 

.46 

.75 

.46 

.88 

.75 

.48 

.62 

.88 

.84 

1.08 

.84 

1.08 

.49 

.42 

.43 

.60 

.42 

1.54 

.88 

.91 

.75 

.76 

.49 

1.22 

.87 

.  70 

.82 

.57 

.33 

.70 

.82 

.43 

.70 

.43 

.82 

.70 

.45 

.57 

.82 

.60 

1.04 

.80 

1.04 

.45 

.30 

.34 

.57 

.36 

1.47 

.82 

.85 

.70 

.45 

.30 

1.13 

.72 

.  74 

.87 

.61 

.35 

.74 

.87 

.45 

.74 

.45 

.87 

.74 

.48 

.61 

.87 

.76 

.84 

.61 

.90 

.38 

.35 

.35 

.50 

.17 

1.30 

.87 

.71 

.71 

.70 

.45 

.95 

.  56 

.88 

1.03 

.72 

.41 

.88 

1.03 

.54 

.88 

.54 

1.03 

.88 

.57 

.72 

1.03 

.88 

1.01 

.78 

.99 

.43 

.40 

.42 

.55 

.33 

1.43 

1.03 

.81 

.85 

.80 

.52 

1.08 

.78 

.68 

.80 

.56 

.32 

.68 

.80 

.42 

.68 

.42 

.80 

.68 

.44 

.56 

.80 

.54 

1.11 

.86 

1.06 

.46 

.31 

.36 

.58 

.41 

1.49 

.80 

.88 

.70 

.39 

.25 

1.16 

.79 

.43 

.51 

.36 

.20 

.43 

.51 

.27 

.43 

.27 

.51 

.43 

.28 

.36 

.51 

.78 

1.14 

.94 

1.08 

.49 

.42 

.44 

.60 

.48 

1.54 

.51 

.91 

.52 

.73 

.47 

1.22 

.96 

.37 

.44 

.31 

.18 

.37 

.44 

.23 

.37 

.23 

.44 

.37 

.24 

.31 

.44 

.74 

1.14 

.92 

1.08 

.49 

.40 

.42 

.60 

.45 

1.54 

.44 

.91 

.47 

.68 

.  44 

1.22 

.92 

.  fil 

.  72 

.50 

.29 

.61 

.72 

.37 

.61 

.37 

.72 

.61 

.40 

.50 

.72 

.71 

.99 

.78 

1.01 

.44 

.37 

.38 

.56 

.32 

1.44 

.72 

.83 

.60 

.65 

.42 

1.10 

.72 

.54 

.63 

.44 

.25 

.54 

.63 

.33 

.54 

.33 

.63 

.54 

.35 

.44 

.63 

.76 

1.08 

.84 

1.06 

.46 

.40 

.42 

.58 

.38 

1.49 

.63 

.88 

.50 

.68 

.44 

1.16 

.82 

.  76 

.89 

.  62 

.36 

.76 

.89 

.46 

.76 

.46 

.89 

.76 

.49 

.62 

.89 

.88 

1.17 

.91 

1.08 

.49 

.44 

.45 

.60 

.43 

1.54 

.89 

•  91 

.72 

J.82 

•  53 

1.22 

.92 

.73 

.86 

.60 

.34 

.73 

.86 

.45 

.73 

.45 

.86 

.73 

.47 

.60 

.86 

.94 

1.21 

.99 

1.08 

.49 

.48 

.50 

.60 

.49 

1.54 

.86 

.91 

•  66 

.88 

•  57 

1.22 

1.06 

.  71 

.84 

.  59 

.34 

.71 

.84 

.44 

.71 

.44 

.84 

.71 

.46 

.59 

.84 

.86 

1.14 

.88 

1.08 

.49 

.42 

.44 

.60 

.41 

1.54 

.84 

.91 

.69 

.79 

•  51 

1.22 

.86 

.  73 

.86 

.  60 

.34 

.73 

.86 

.45 

.73 

.45 

.86 

.73 

.47 

.60 

.86 

.94 

1.14 

.94 

1.08 

.49 

.46 

.47 

.60 

.47 

1.54 

.86 

.91 

.66 

.87 

•  56 

1.22 

.98 

.  76 

.89 

.62 

.36 

.76 

.89 

.46 

.76 

.46 

.89 

.76 

.49 

.62 

.89 

.97 

1.17 

.94 

1.08 

.49 

.49 

.51 

.60 

.48 

1.54 

.89 

.91 

.71 

•  91 

.59 

1.22 

1.03 

65 

.76 

.  53 

.30 

.65 

.76 

.40 

.65 

.40 

.76 

.65 

.42 

.53 

.76 

.82 

1.10 

.83 

1.08 

.49 

.40 

.42 

.60 

.38 

1.54 

.76 

•  91 

.63 

.71 

•  46 

1.22 

.  80 

!  79 

.93 

.65 

.37 

.79 

.93 

.48 

.79 

.48 

.93 

.79 

.51 

.65 

.93 

.94 

1.12 

.88 

1.08 

.49 

.46 

.47 

.60 

.45 

1.54 

.93 

.91 

.76 

.88 

.  57 

1.22 
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Sears  low,  money¬ 
saving  prices  do  not  in¬ 
clude  shipping  charges, 
so  be  sure  to  include 
additional  money  in 
your  remittance  to  pay 
postage,  as  Parcel  Post 
charges  must  be  paid  in 
advance.  Every  cent 
you  send  over  actual 
amount  of  postage 
required  to  ship  your 
order  will  be  returned 
to  you. 


Simply  figure  up  the  total  weight  of  the 
articles  on  your  order  and  refer  to  the  table 
of  rates  at  the  right  for  proper  amount  of 
postage  to  allow. 

The  shipping  weight  of  each  article  is 
given  in  its  description.  When  you  write 
your  order  show  the  shipping  weight  of  each 
article  ordered,  in  pounds  and  ounces,  in  the 
last  two  columns  of  the  order  blank.  Add 
the  pounds  and  ounces,  and  change  the  ounces 
into  full  pounds  (16  ounces  to  a  pound). 
Then  show  the  total  weight  of  your  order 
in  pounds.  The  following  table  shows  how 
to  convert  ounces  into  pounds: 

TOTAL  OUNCES  TAKE  RATE  FOR 

9  oz.  to  16  oz . 1  pound 

17  oz.  to  32  oz . 2  pounds 

33  oz.  to  48  oz . 3  pounds 

49  oz.  to  64  oz . 4  pounds 

65  oz.  to  80  oz . 5  pounds 

— and  so  on. 


When  figuring  postage  on  packages  weigh¬ 
ing  more  than  one  pound,  the  postoffice  counts 
a  fraction  of  a  pound  as  a  full  pound.  For 
example:  if  the  total  weight  of  your  order 
is  7  pounds  2  ounces,  the  postoffice  will 
charge  for  8  pounds. 

After  you  have  figured  the  total  weight  of 
your  order  in  pounds  and  you  know  the  zone 
in  which  you  live,  refer  to  the  convenient 
parcel  post  rate  table  at  the  right  for  the 
amount  to  include  in  your  remittance  for 
postage.  (If  you  don’t  know  your  zone,  refer 
to  map  or  see  example  shown  below  map.) 

In  most  instances,  you  can  determine 
very  accurately  the  amount  required  for  post¬ 
age.  In  some  cases  the  actual  postage  may 
be  slightly  more  or  less  due  to  variations  in 
shipping  weights.  In  all  cases,  however,  you 
pay  only  the  actual  amount  of  postage. 
If  you  send  too  much,  we  always  return 
the  difference. 


Schoharie 


Caiskill 


Poughkeepsie 


Elizabefhiown  /  5 

/Ticonderog a„  „ 
Herkimer  /  I  fej 

v,  y.  I 

/  Gloversville 


Cooperstoom 


BOSTON 

s'K  ... 


•  If  you  are  not  sure  which  Parcel  Post  Zone  you  are  in,  ask  your  car¬ 
rier  or  postmaster  or  look  at  your  address  on  the  wrapper  of  any  cata¬ 
log  we  mail  to  you,  or  on  the  label  on  any  package  you  receive  from 
Sears.  The  number  that  appears  on  the  line  with  your  postoffice 
and  state,  as  shown  in  the  example  below,  is  your  Parcel  Post  Zone. 

JOHN  T  JC3NE5 

C3XBQW  ME.  3  4  ■  * 

I?  I  13  7 


DISTANCE  FROM 

BOSTON 

Local  Zone  .  .  .  Within  Boston 

■ 

Zones  I  and  2  .  Not  over  150  miles 


PARCEL  POST  RATES 


Shpg. 

Wt. 

Local 

Zone 

Zones 

1  &  2 

Zone  3 

Zone  4 

2  oz.  or  less 

1V2C 

1V2C 

1V2C 

1V2C 

3  or  4  oz. 

3c 

3c 

3c 

3c 

5  or  6  oz. 

4-Yzc 

4-Yzc 

4-Yzc 

AVzc 

7  or  8  oz. 

6c 

6c 

6c 

6c 

9oz.tol  lb. 

7c 

8c 

9c 

lOc 

2  lbs. 

8c 

lOc 

11c 

14c 

3  lbs. 

8c 

11c 

13c 

17c 

4  lbs. 

9c 

12c 

15c 

21c 

5  lbs. 

9c 

13c 

17c 

24c 

6  lbs. 

lOc 

14c 

19c 

28c 

7  lbs. 

lOc 

15c 

21c 

31c 

8  lbs. 

11c 

16c 

23c 

35c 

9  lbs. 

11c 

17c 

25c 

38c 

10  lbs. 

12c 

18c 

27c 

42c 

11  lbs. 

12c 

19c 

29c 

45c 

12  lbs. 

13c 

21c 

31c 

49c 

13  lbs. 

13c 

22c 

33c 

52c 

14  lbs. 

14c 

23c 

35c 

56c 

15  lbs. 

14c 

24c 

37c 

59c 

16  lbs. 

15c 

25c 

39c 

63c 

17  lbs. 

15c 

26c 

41c 

66c 

18  lbs. 

16c 

27c 

43c 

70c 

19  lbs. 

16c 

28c 

45c 

73c 

20  lbs. 

17c 

29c 

47c 

77c 

21  lbs. 

17c 

30c 

49c 

80c 

22  lbs. 

18c 

32c 

51c 

84c 

23  lbs. 

18c 

33c 

53c 

87c 

24  lbs. 

19c 

34c 

55c 

91c 

25  lbs. 

19c 

35c 

57c 

94c 

26  lbs. 

20c 

36c 

59c 

98c 

27  lbs. 

20c 

37c 

61c 

$1.01 

28  lbs. 

21c 

38c 

63c 

1.05 

29  lbs. 

21c 

39c 

65c 

1.08 

30  lbs. 

22c 

40c 

67c 

1.12 

31  lbs. 

22c 

41c 

69c 

1.15 

32  lbs. 

23c 

43c 

71c 

1.19 

33  lbs. 

23c 

44c 

73c 

1.22 

34  lbs. 

24c 

45c 

75c 

1.26 

35  lbs. 

24c 

46c 

77c 

1.29 

36  lbs. 

25c 

47c 

79c 

1.33 

37  lbs. 

25c 

48c 

81c 

1.36 

38  lbs. 

26c 

49c 

83c 

1.40 

39  lbs. 

26c 

50c 

85c 

1.43 

40  lbs. 

27c 

51c 

87c 

1.47 

41  lbs. 

27c 

52c 

89c 

1.50 

42  lbs. 

28c 

54c 

91c 

1.54 

43  lbs. 

28c 

55c 

93c 

1.57 

44  lbs. 

29c 

56c 

95c 

1.61 

45  lbs. 

29c 

57c 

97c 

1.64 

46  lbs. 

30c 

58c 

99c 

1.68 

47  lbs. 

30c 

59c 

$1.01 

1.71 

48  lbs. 

31c 

60c 

1.03 

1.75 

49  lbs. 

31c 

61c 

1.05 

1.78 

50  lbs. 

32c 

62c 

1.07 

1.82 

55  lbs. 

34c 

68c 

1.17 

1.99 

60  lbs. 

37c 

73c 

1.27 

2.17 

65  lbs. 

39c 

79c 

1.37 

2.34 

70  lbs. 

42c 

84c 

1.47 

2.52 

Packages  weighing  up  to  70  pounds  can  be 

carried  by  Parcel  Post  in  All  Zones.  Explo¬ 
sives,  Inflammable  Articles  and  Poisons  (other 
than  germicides,  insecticides  and  fungicides) 
cannot  be  shipped  by  Parcel  Post.  All  heavier 
and  bulkier  packages  that  cannot  be  shipped 
by  Parcel  Post  can  be  shipped  economically  by 
freight  or  express  (See  Pages  998  and  999). 

For  special  delivery  or  any  other  infor¬ 
mation  regarding  parcel  post  matters,  ask 
your  mail  carrier  or  your  postmaster. 
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cdiumeia  UNiv::.; 


The  Special  Catalog  brings  to  you  a  wide  selection  of  Sears  highest 
quality,  laboratory  tested  merchandise  at  lowest  prices  .  .  .  backed 
by  Sears  famous  guarantee  of  absolute  satisfaction  or  your  money 
back.  Because  this  book  is  made  up  mostly  of  pages  taken  from 
our  big  General  Catalog  you  may  find  references  to  pages  not  in¬ 
cluded  here. 

How  to  Use  Your  Sears  Catalog.  Simply  select  the  articles  you 
want  and  write  them  down  on  one  of  our  order  blanks — or  if  you 
haven’t  one  of  our  order  blanks,  any  plain  piece  of  paper  will  do. 
Tell  us  the  catalog  number,  quantity  desired  and  the  name  of  each 
article.  Put  down  the  price,  and  wherever  necessary  state  size  and 
color.  Write  or  print  your  name  and  address  plainly.  Then,  enclose 
your  order  in  an  envelope  with  the  proper  remittance  and  mail  to 
Sears.  You  can  write  your  order  in  any  language. 

Hoiv  to  Send  Money.  The  safest  and  best  way  to  send  money 
is  by  postoffice  or  express  money  order,  bank  draft,  or  personal 
check.  The  mail  carrier  will  be  glad  to  buy  a  money  order  for  you  if 
you  live  on  a  rural  route.  Just  give  him  your  Sears  order  and  money 
and  he  will  attend  to  it  for  you.  The  postoffice  charge  for  money 
orders  is  6c  for  a  money  order  up  to  $2.50;  8c  from  $2.51  to  $5.00; 
11c  from  $5.01  to  $10.00;  13c  from  $10.01  to  $20.00. 

A  void  sending  cash  or  postage  stamps  with  orders  unless 
absolutely  necessary;  and  if  you  do  send  cash  have  your  letter 
registered. 

If  in  a  Special  Hurry,  telegraph  your  order  and  ive  tvill  ship 
it  C.O.D.  Give  your  complete  address  in  your  telegram. 

Terms  of  Sale.  Cash  in  full  with  order  except  on  specific  items 
listed  on  Page  1A,  which  may  also  be  bought  on  Easy  Terms. 

Our  Easy  Payment  Plan  is  fully  explained  on  Page  1A  in  front 
of  this  catalog.  When  ordering  on  Easy  Payment  Terms,  be  sure  to 
use  one  of  our  Easy  Payment  Order  Blanks. 


You  Always  Get  Lowest  Prices  at  Sears.  Sears  prices  save 
you  money  and  give  you  greatest  value.  If  during  the  life  of  any  of 
our  catalogs,  our  prices  are  reduced  for  any  reason,  your  order  will 
be  filled  at  the  new  lower  prices. 

Parcel  Post  Shipments.  Be  sure  to  include  enough  money  in 
your  remittance  to  pay  the  postage,  as  parcel  post  charges  must  be 
paid  in  advance.  If  you  send  more  than  is  actually  needed,  we  will 
return  every  penny  you  send  over  the  exact  amount  required  to  ship 
your  order. 

Freight  and  Express  Shipments.  It  is  not  necessary  to  include 
the  freight  or  express  charges  with  your  order,  if  there  is  an  agent 
at  your  station.  You  merely  pay  him  when  shipment  is  received. 
Whether  shipped  prepaid  or  collect,  the  charges  are  exactly  the 
same.  If  there  is  no  agent  at  your  station,  send  enough  extra  money 
to  prepay  the  freight  or  express  charges.  If  you  send  too  much,  we 
always  return  the  difference. 

Ask  your  station  agent  about  direct-to-door  delivery  on  freight 
orders. 

For  Mail  Orders  Only.  The  extremely  low  prices  in  this  catalog 
are  for  mail  orders  only.  Our  retail  store  prices  are  usually  higher 
because  of  transportation  charges  and  other  additional  costs  for 
extra  services  necessary  to  retail  store  methods  of  selling. 

Important  Information  Regarding  Prices.  Should  the  Fed¬ 
eral  Government  or  any  State  find  it  necessary  to  increase  by  taxes 
or  otherwise  the  cost  or  selling  price  of  any  of  the  merchandise 
described  in  this  catalog,  we  reserve  the  right  to  add  any  such 
taxes  or  other  increases  of  cost  or  selling  price  to  the  prices  shown 
in  this  catalog. 

If  you  have  any  questions  you  would  like  to  ask  about  any  of 
our  merchandise  or  service,  write  Sears  Personal  Service  Depart¬ 
ment.  We’ll  be  glad  to  answer  your  questions,  furnish  estimates, 
give  you  suggestions  or  advice  on  the  installation  and  use  of  our 
goods.  There  will  be  no  obligation  or  charge  for  this  service.  Address 
your  inquiry  to 

Personal  Service  Department 
SEARS,  ROEBUCK  AND  CO. 
and  it  will  receive  prompt  attention. 
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PROTECTS  YOU 


There  is  never  a  “Catch”  in  any  Sears  guarantee.  Nothing — 
except  the  desire  of  a  great  organization  to  build  customer  con¬ 
fidence  and  satisfaction.  No  tricky,  misleading  phrases — just 
the  simple,  easily  understood  promise  that  stands  as  a  protec¬ 
tion  for  those  who  buy. 

WE  GUARANTEE  that  every  article  in  this  catalog  is  honestly 
described  and  illustrated. 

WE  GUARANTEE  that  any  article  purchased  from  us  will  give 
you  the  service  you  have  a  right  to  expect. 

WE  GUARANTEE  that  you  will  save  money  by  buying  your 
needs  from  us.  We  shall,  as  always,  protect  you  to  the  limit  of 
our  ability. 
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SEARS,  ROEBUCK  AND  CO. 


